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ARCHITECTURE AND PLANNING 

Airports design 217/32-33 

Book review Aesthetics and Technology in 
Building 217/55 

Concert halls 222/43-47 

Environmental Design: an Introduction 218/44-49; 
220/71 

Environmental Perception: Can Science Really 
Help 220/52-55 ; 222/65 

Habitat, exercise in high density living at Expo ’67 
217/24-27 

Montreal metro 218/41-46 


Design 1967 Numbers 217-222 


SUBJECT INDEX 


excluding authors 


The subject index is divided alphabetically into main categories such as 
ARCHITECTURE or EDUCATION, and these are printed in capital letters. 


A list of the headings in this index is given below: 

Agricultural equipment 

Architecture and planning 

Building fittings 

Catering equipment 

Ceremonial paraphernalia 

Children’s equipment 

Clocks and watches 

ColD activities 

CoID policy 

Colour 

Communications 

Competitions and awards 

Consumer protection 

Design offices 

Design registration 

Design theory and practice 

Domestic equipment 

Education 

Electronics and miscellaneous electrical 
equipment 

Ergonomics 

Exhibitions 

Floor coverings 

Furniture 

Graphics 

Heating and ventilation 

Hospital design and equipment 

Hotels 

industrialised building 


Interiors 

Jewellery 

Leading articles 

Lighting fittings 

Machinery 

Materials and finishes 

Mechanical handling equipment 

Musical instruments 

Office equipment 

Overseas (wherever possible, overseas 
subjects are indexed under the appropriate 
country) 

Personal requisites 

Photographic equipment 

Radio and television 

Safety 

Scientific and medical equipment 

Shopfitting 

Souvenirs 

Sports equipment and toys 

Standardisation 

Street furniture 

Tableware 

Textiles 

Tools 

Trade 

Transport 

Travel goods 

Wall coverings 


Individual subjects within these categories are printed in Roman letters, and any 
subdivisions of these subjects are indented and printed in /falics. 

In each reference the first figure gives the issue number, the following /talic figure 
the page number within that issue: thus 217/23 is issue number 217 (January 

1967), page 23. 


Murals boom 222/27 
Nikolaus Pevsner: a major influence on modern 
design 222/56-—57 
Old people's flats at White City, London 220/50 
Pedestrian underpasses design 218/27 
Royal Festival Halli 222/43-—45 
Schools 
Leicestershire schools 217/14-23 
Primary 222/28-37 
The Shape of Expo '67, Montreal 217/24-37 
Wales Gas Board showroom 217/73 
AUSTRALIA 
Industrial Design Institute formation 
219/59 


B 
BUILDING FITTINGS 
Designing for Yesterday 219/22-25 
Front door service panel 219/45 
Gas-flo point development 217/13; 221 /30-34 
Public lavatories, letter 217/67 
Rubbish —- methods of handling and disposal of 
waste 218/25-29 
Sanitary 
Bathroom unit in glass fibre 220/22 
5ft steel bath 220/22 
Human Factors in the Bathroom 217/41-45; 220/22 
Yale Locks and Hardware annual design award 
218/67 





om unit 220/22 
The Design Intent for Expo '67 217/37 
Design '67 219/42-45 
Exno '67, Montreal 217/25-30 
Montreal, underground shopping arcade 2138/2 
Hiding on Rubber in Montreal's Metro 218/47-43 
CEREMONIAL DESIGNS 
Civic plate, Reading 220/47 
CoID ACTIVITIES 
Council of Industrial Design Awards 
Capital goods awards 221/35-63 
Judges appointed 217/57 
Logotype for promotion use by winners 221/85 
Presentation at Vickers House 222/22 
Council members appointments 222/63 
Design magazine 
New editor appointment 213/67 
Temporary news editor appointment 222/63 
Design Centre 
Print Design 1967 exhibition 218/67; 219/46, 51-55 
Popularity 222/22 
Prototype Furniture 217/34, 40; 219/27 
Quality and Reliability exhibition 222/19, 27 
Design officer for Reading and the Area Museum 
Service for SE England appointment 221/83 
Duke of Edinburgh's Prize tor Elegant Design 
217/57 ; 221/30-34, 83; 222/63 
industrial division, deputy head appointment 
213/67 
israel exhibition of British consumer goods 218/67 
Vianager of the Record of Designers appointment 
and retirement 217/59 


Programme of courses an 
219/57 
Record of Designers service 219/67 
Hetail training course number 100 218/65; 222/63 
Scottish Committee Chairman appointment and 


resignation 222/63 

Scottish Design Centre exhibition of ceramics 
218/67 

Y ugoslavia, British industrial design exhibition 
219/59 

COLOUR 

British Rail suburban services coiour treatment 
217/12 

COMMUNICATIONS 

Teleprinter 220/44 

COMPETITIONS AND AWARDS 

Ambassador Magazine for design of capital goods 
221/87 

Black Arrow in Quest of the Perfect Desk 217/12 

Canada-Design '67 award 219/43 

Cantu Furniture 220/67; 221/85 

CoIlID Awards 217/57; 221/27, 35-79, 85; 222/22 

Daily Mail Ideal Home Blue Ribbon Design awards 
220/67 

Diamonds International Awards 219/59 

Duke of Edinburgh's Prize for Eiegant Design 
217/59; 221/30-34, 83; 222/63 

Furniture for 2000 AD 218/67 

Horners Award 1966 217/34 

lluminated Sign Design 217/57 

James Clayton Prize 220/67 

Letraset Graphic Student Awards 218/67 

Letterhead Competition 219/59 

Leverhulme Medal 217/59 

Leverhulme Travelling Scholarships in industrial 
Design 220/67 

Presidential Medal for Design Management 219/57; 
221/28 

RSA Edgar Lawley travelling bursary award 221/82 

Redston Award 217/59 

RIBA Gold Medal 1967 218/67; 222/56 

Rubberex '67 220/69 

Textile Council's travel scholarships awards 
219/59 

Topham Trophy 219/59 


Toy design in plastics 220/69 

Viners International Tableware Design 220/67 

Wescon design awards 218/58-59 

Worshipful Company of Weavers travel! award 
221/83 

Yale Locks and Hardware design competition 
218/67 

CONSUMER PROTECTION 

The Expanding Frontiers of industrial Design 
221/27 

CZECHOSLOVAKIA 

Horizontal vibrating centrifuge 218/67 

Text books for children 220/47 


D 


DENMARK 

Silversmith Georg Jensen centenary exhibition 
217/36 

DESIGN REGISTRATION 

Private Member's Bill 219/27 

Time for a Change in Design Law 218/79 

DESIGN THEORY AND PRACTICE 

Aesthetics, systematic methods of measurement 
217/17 

Book reviews 
Industrial Design Heute 217/54 
Mechanical Engineering 217/54 

Case history of $1000 numerical control system by 
EM! Elecironics Ltd 219/35-39 

Choice of name as part of design problem 221/29 

Designing for Yesterday 219/22-25; 221/85 

The Design Intent for Expo '67 217/37 

Design management 
4iliom Hefifer specialist lighting manufacturers 
218/50-55 
Designers Gei the Team Spirit 218/32-39 
RSA Presidential Medal for Design Man. 
219/57 

The Discipline of Total Design 220/79 

Engineering 
The Discipline of Total Design 220/19, 20 
Product development 219/33-34 

The Expanding Frontiers of Industrial Design 
221/27 

Industrial design definition, letters 218/69; 
220/77 ; 222/65 

Innovation and Product Planning 222/38-40 

In Search of Quality and Realiability 222/24-27 

A Place for Design in Management Education 
220/38-43 

The Practice and Realisation of Quality and 

- Reliability conference 222/19, 27- 

Product planning by Ekco Plastics Ltd 217/47-52 

Purchase tax anomolies effecting design 218/69 

Rejecting the old and defending tiie new on rational 
grounds, letter 217/67 

Simplest solutions most difficult to achieve, 
address by G. B. R. Feilden 222/22 

DOMESTIC EQUIPMENT 

Designing for Yesterday 219/22-25 

Dustbins — rubbish —- methods of handling and 
disposal of waste 218/22-29 ; 220/77 

Kettle 218/63 

Meat and food grinder 219/45 

Sewing machine, table models, letter 217/67 

Washing machines Hotpoint 218/38 


E 


EDUCATION 
Arts and crafts in Leicestershire schools 217/14-23 
Car design courses at art colleges 222/59 
Classroom Consumers/the Moulding of a Design 
Public 217/14-23 
Diploma in Engineering Design course 219/59 
Engineering Design Centre opened at 
Loughborough University of Technology 
220/79, 20 
Engineering Employers’ West of England 


Association courses 219/57 

Hornsey College of Art design education course 
219/26-32 

Industrial design student, sponsorship by industry, 
letter 218/69 

Innovation and Product Planning 222/38-40 

Mural design 222/27 

A Place for Design in Management Education 
220/38-43 ; 222/65 

Post-Dip AD studies 222/67 

Secondary Schoois: Maths and Science, 
Consumer Association publication 220/23 

Teaching the Teachers/Educating for an 
industrial Society 219/26-32; 220/77 

Textile designer 219/79 

ELECTRONICS AND MISCELLANEOUS 
ELECTRICAL EQUIPMENT 

Amplifier 218/58-59 

Auto pilot project for Elliot Fiight 
Automation 218/33 

Computer ICT 1900 series, ColID Award 221/55-59: 
222/63 

Decca 101 marine radar unit 222/24 

Direct Access Storage Facility 218/58-59 

Display console for computer control centre 
218/58 

Eiectro chemical analysis system 218/58 

Frequency counter 218/37 

High speed automatic typesetting machine 
222/54 

Moving coil microphone 218/58-59 

Numerical control system by EMI case history 
219/35-39 

Portable voltmeter 218/37 

Size 4 co-ordinate inspection machine, CoiID 
Award 221/48-517 

Telecopier 218/58-59 

Wescon design awards, USA 218/58-59 

ERGONOMICS 

Design and Technology 219/33-34 

Designs on Music/Redesigning the Instruments 
220/21, 24-33 

Environmental Design 218/45 

duman Factors in the Bathroom 217/41-45 

In Search of Quality and Reliability 222/24-27 

Men and Machines on the Farm 220/56-63; 221/28 

Office furniture 217/12, 37 

Quality and Reliability Year 222/19 

School furniture design 222/37 

EXHIBITIONS 

Artifort furniture in Amsterdam 219/27 

Cantu exhibition 220/67 

Ceramics at Scottish Design Centre 218/67 

Daily Mail Ideal Home 220/67 

Eurodomus in Genoa 217/38 

Expo '67, Montreal 217/24-37 

Graphic Design Britain '67 218/67 

Half a Century of Modern Design 218/60 

International Hardware Trades Fair 218/63 

Interplas 222/63 

Living off trays simultaneous displays in Britain 
and Sweden 217/36. 

National Contract Furnishing and Interior Decor 
217/57 

Print Design 1967 218/67; 219/46, 51-55 

Prototype furniture 217/34, 40; 219/27 

Quality and Reliability at Design Centre 222/179, 27 

Silversmith Georg Jensen centenary 217/36 

Western Electronics Show and Convention, Los 
Angeles 218/58 


F 


FINLAND 

Contract chairs and tables 222/55 

FLOOR COVERINGS 

Carpets 
Contract 11 colourways range 218/56 
Contract sales to USA prospects 220/27 
New range by Buckingham 218/57 





FURNITURE 
Artifort furniture exhibition in Amsterdam 219/21 
Canadian chairs 219/43 
Cantu competition awards 220/67 
Contract 
Finnish chairs and tables 222/55 
National Furnishing and Interior Decor 
Exhibition 217/57 
Domestic 
Childrens’ plastics nursery blocks 217/34 
Disque table 220/49 
Eurodomus exhibition in Genoa 217/38 
Saarinen chair 219/40 
Storage boxes, knockdown system 222/55 
Interdesign 2000 competition 218/67 
Interiors international Ltd sales policy 219/40 
Laboratory range 222/54 
Office 
Black Arrow competition In Quest of the Perfect 
Desk 217/12, 37 
PU Work Station range, ColD Award 221/74-75 
Radius tension drawing table 219/45 
Perspex designs 222/52 
Prototype Furniture exhibition at Design Centre 
217/40 
Retai! sales, letter 218/69 
School Furniture for the Primary School 222/28-—37 
Ships built-in cabin furniture 222/53 


G 


GERMANY, WEST 
Kettle 218/63 
GRAPHICS 
Airports scheme 217/32-33 
Car cards, Cadburys fruit and nut case series 
218/62 
Expo '67, Montreal, design intent 217/37 
House style 
Bovril Ltd 220/50 
British Transport Docks Board 217/37 
Campbell and Booker 217/35 
Montreal metro 218/43 
Shepherd Building Group 218/63 
Unilever Lid. 218/69 
Illuminated Sign Design Competition judae 217/57 
Packaging 
Carlton for Disque table 220/49 
Eurostar award 221/83 
Management course 219/59 
Special casing to protect precision balance 222/27 
Pictograms : 
Commercial range for Formica Ltd 218/20-21 
Expo '67, Montreal 217/31, 59 
Research programme on international signs and 
symbols 222/67 
Print 
Buying Print Needs Management Technique 
219/48-50 
Print Design 1967 exhibition 218/67; 219/46,51-55 
Selling through Print 219/46-48 
Road signs 
ColD Award 221/69-77 
London roads confusion 222/20 
Student competition 218/67 
Symbols 
British Standards Institution 221/85 
Camden Committee for Community Relations 
218/60 
Text books for children in Czechoslovakia 220/47 


H 


HEATING AND VENTILATION 

Electric convector radiators range, ColID Award 
221 {76-77 

HOSPITAL DESIGN AND EQUIPMENT 

Electrically powered automatic bed 219/42-43 


INDUSTRIALISED BUILDING 

The Expanding Frontiers of Industrial Design 
221/27 

INTERIORS 

Bathrooms —- Human Factors in the Bathroom 
217/41-—45; 220/22 

Environmental Design: an introduction 218/44—49 

House, Eurodomus exhibition in Genoa 217/38 

National Contract Furnishing and Interior Decor 
Exhibition and conference 217/57 

Organised Office Designs Ltd established 218/67 

Restaurants lighting 220/20 

Schools, daylight factor review 222/23 

Shops 
Family grocer Bearfields 218/62 
Shoe shop, family retailing, Chester 220/49 
Walker & Hall Ltd seven tableware shops 218/30-31 

Showrooms 
Aston Cabinet Co Ltd 217/39 
Campbell and Booker department store, Walton on 
Thames 217/35 
Jewellery Andrew Grima in Jermyn St., London 
217/34 
Sander Mirror Co 222/52 

Standard Bank, Northumberland Avenue, London 
220/46 

Windsor Castle art gallery 222/48-49 

ISRAEL 

Exhibition of British consumer goods in Tel Aviv 
218/67 

ITALY 

Eurodomus exhibition in Genoa 217/38 


J 


JEWELLERY 
Danish silversmith Georg Jensen centenary 
exhibition 217/36 


L 


LEADING ARTICLES 

Can we Measure Appearance ? 217/77 

The Discipline of Total Design 220/79 

The Expanding Frontiers of Industrial Design 
221/27 

Opportunities for the Textile Council 219/19 

Quality and Reliability 222/19 

Time for a Change in Design Law 218/79 

LIGHTING FITTINGS 

Daylight standard for classrooms review 222/23 

Design policy for Allom Heffer 218/50-55 

Floodlight unit 219/44 

Restaurants 220/20 


MACHINERY 
Diesel engine 222/26 
Flow-line lathe receives ColD Award 221/37-41 
Horizontal vibrating centrifuge 218/67 
Milling machine 217/35 
Size 4 co-ordinate inspection machine, CoID 
Award 221 /48-57 
Ticket vending machine, letter 221/85 
MATERIALS AND FINISHES 
Glass 
International Congress on Glass 218/69 
New approach experiments at RCA 220/69; 221/85 
New factory King’s Lynn Glass Ltd 222/59 
Redston Award by Society of Glass Technology 
217/59 
Textured vases 217/39 
Mortarless concrete blocks 219/44 
Nickel stainless steel stabile at Expo '67 220/48 
Plastics 
Childrens’ nursery blocks 217/34 
Ekco Plastics Ltd new product management 


217/47-52 — 

Perspex furniture 222/52 

Slide rule sales in USA 221/28 
Rubber competition Rubberex '67 220/69 
MECHANICAL HANDLING EQUIPMENT 
Diesel-electric truck crane 222/52 
Excavator wins ColID Award 221/60-63 
MUSICAL INSTRUMENTS 
Designs on Music/Changing the Score 222/41-—47 
Designs on Music/Redesigning the Instruments 

220/24-—33 ; 222/65 
Instruments made for twentieth century music 
220/27 


NETHERLANDS 
Music notation system, Klavarskribo 222/47, 42 


O 


OFFICE EQUIPMENT 

Drawing board stand 220/57 

Slide rule, RSA Presidential Medal for Design 
Management award 219/57; 221/28 


Pp 


PHOTOGRAPHIC EQUIPMENT 

Viap plotter, ColID Award 221/52-54 
Print processors, ColD Award 221/78-79 
POLAND 

Milling machine 217/35 


S 


SCIENTIFIC AND MEDICAL EQUIPMENT 
Gas cylinder, ColID Award 221/45—47 
Laboratory furniture range 222/54 
Map plotter, ColID Award 221/52-54; 222/63 
Syringe case 217/48 
SHOPFITTING 
Family grocer’s Bearfield 218/62 
Walker & Hall seven tableware shops 218/30-37 
SPORTS EQUIPMENT AND TOYS 
Playsphere 219/42, 43 
Structure building toy in plastics 220/45 
Toy design in plastics competition 220/69 
STANDARDISATION 
BSI annual standards conference 219/59 
Book page sizes standard revision 219/59 
STREET FURNITURE 
Drinking fountain 219/43 
Expo ’67, Montreal site furniture 217/27-28, 30 
Road signs 
CoID Awards 221/69-77 
Commercial range by Formica Ltd 218/20-21 
London roads confusion 222/20 
SWEDEN 
Diesel-hydraulic trains with double deck coaches 
220/46 
Living off trays display at AB Nordiska 
Kompaniet, Stockholm 217/36 


T 


TABLEWARE 
Cutlery and flatware 
Viners International Tableware Design 
Competition awards 220/67 
Walker and Hall Ltd retail policy 218/30-31 
Glass 
Hand-made, letter 217/61 
Textured vases 217/39 
Living off Trays simultaneous displays in London 
and Stockholm 217/36 
Plastics 
Ekco Plastics Ltd ranges 217/47-52 





TABLEWARE continued 


Canteen range for Ministry of Public Building and 
Works 220/35-37 
Silverware 
Civic plate collection, Reading 220/47 
Denmark Georg Jensen centenary exhibition 
217/36 
TEXTILES 
British designer’s sales to European firms 222/67 
Finding ajob in textile design, letter 221/85 
Furnishing fabrics 218/56, 57; 220/45, 57 
Printed fabrics 222/57 
Textile Council creation 219/19 
TOOLS 
Hand lawn-mower 222/50 
Power rammer, ColD Award 221/42-44 
TRADE 
British Trade Centre, New York 219/20; 220/27 
Exports 
British Export Marketing Advisory Committee 
report 222/27 
Carpet sales prospectus in USA 220/27 
Design, translation and printing service for 
exporters to Europe 217/59 


Export Printing Intelligence set up 218/67 
Exports Councils marketing missions report 
222/38 
Purchase tax anomalies effecting design 218/69 
TRANSPORT 
Air - aircraft 
Auto pilot project for Concorde 218/33-35 
Beagle Pup 217/33 
Concorde interior design and fittings 220/23 
James Clayton Prize for development of aero 
engines 220/67 
Seating for Swissair Douglas DC9s 222/54 
Book review New Movement in Cities 220/65 
Experiments at Expo ’67, Montreal 217/27, 28 
High-speed guided transport on land symposium 
218/65 
Monorail London Oxford Street proposal 222/23 
Moving pavements 218/27 ; 220/65 
Rail 
Colour treatment on suburban services 217/12 
Commuter trains, automatic doors 
recommendation 221/29 
Riding on Rubber in Montreal's Metro 218/41-43 
Swedish diesel-hydraulic trains with double deck 
coaches 220/46 


Road - cars 
Electric car research 222/22 

Sea — hydrofoil 
Two seater water cycle 220/48 

Sea - ships 
British Rail’s new ferry for Harwich-Hook of 
Holland route 220/45 

Sea — yacht 
International Tempest class yacht, ColD Award 
221 /66-68 

Wheelchair design projects at RCA 222/67 


U 


USA 
American Consumer’ Union co-operation with 
Lincoln High School, publications for schools 
220/23 
lectronic equipment winners of Wescon design 
awards 218/58-59 


Y 


YUGOSLAVIA 
British industrial design exhibition in two cities 
219/59 
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AEI Henly Africa (pty) Ltd, Johannesburg design 
appointment 217/59 

AEI-Hotpoint: industrial design department 218/38 

Ackroyd, Elizabeth: Ideal Home Exhibition Blue 
Ribbon Design Awards judge 220/67 

Adam, Kenneth: CoiD Council member 
appointment 222/63 

Adams, Mary: British Railways Board design panel 
appointment 218/67 

Adams, Robert: Topham Trophy Competition 
judging panel 219/59 

Adler, Robin: photograph 218/67 

Administrative Staff Coliege, Henley-on-Thames: 
design instruction as part of management 
teaching 220/42, 43 

Agricultural Advisory Council: ergonomics in 
agriculture recommendations 220/57, 221/28 

Aircraft Furnishings: seating for Swissair’s 
Douglas DC9s 222/64 

Albrizzi, Baron: new London showroom for 
Sander Mirror Co 222/52 

Albrizzi Designs: perspex furniture 222/52 

Allen, Richard: printed fabric 222/57 

Allied Industrial Designers: Norwegian marketing 
advisor appointment 217/59 

Allied lronfounders Ltd: bathrooms on Ideal Home 
Exhibition stand 220/22 

Allom, Keith: design policy for Allom Heffer 
218/50-54 

Allom Heffer: design policy for specialist lighting 
manufacture 218/50-55 

Alston, Dr Lb. L.: high-speed guided transport on 
land symposium speaker 218/65 

Aluminium Co of Canada: La Ronde, pleasure 
garden for Expo ’67 217/28 

American Consumers’ Union: publications in 
co-operation with Lincoln High School 220/23 

American Radiator & Standard Sanitary Corp: 
bathroom research programme 217/47 

Ampex Corp: moving coil microphone 218/58-59 

Anderson, Sir Colin: ColD Prize for Elegant 
Design panel member 217/59; 221/37 

Anderson, Tony: drawings 219/22-25 

Anderson and Co, Arthur: new offices planning 
220/69 

Andreoletti, Carla: Cantu Furniture Competition 
prize 221/85 


DESIGN 1967 217-222 


CREDITS INDEX 


including names of authors, manufacturers, suppliers, retailers, etc 


Anglesey, Marchioness of: Duke of Edinburgh's 
Prize for Elegant Design judging panel appoint- 
ment 222/63 

Anglia... %°velopment Ltd: two seater hydrofoil 
220/48 

Ankeny, Eugene: photographs 220/39-43 

Archer, L. Bruce: 

A Place for Design in Management 
Education 220/38-43; wheelchair design projects 
at RCA 222/67 

Armengol, Mario: bathroom for Allied 
lronfounders 220/22 

Arthur, Paul: pictograms for Expo '67, Montreal 
217/31 

Arthur Associates, Paul: Standard Sign Manual 
for Expo 67, Montreal 217/37 

Ashford, Fred: Mechanical Engineering Design, 
book review 217/54-55 

Ashford and Associates, F. C.: flow-line lathe 
receives ColD Award 221/37-47 

Ashridge Management College: instruction in 
design as a management tool 220/42 

Ashworth, Robbie, Vaughan and Williams 
Schoeler: Canadian pavilion for Expo '67 217/28 

Asquith, Brian: ColD Awards judging panel 
member 217/57; 221/65 

Associated Shipbuilders Ltd: ferry for British Rail’s 
Harwich-Hook of Holland route 220/45 

Association for Technical Education in Secondary 
Schools: co-operation with schools 219/32 

Associazione per il Disegno Industriale: new 
address 219/67 

Aston Cabinet Co. Ltd: new London office and 
showroom 217/39 

Atlas Preservative Co Ltd: cover for data sheets 
219/53 

Aubrey Jones, Joan: Organised Office Designs 
Ltd appointment 218/67 

Automobile Association: London road signs 
222/20 

Avia, Fabryka Obrabiarek Precyzyjnych: milling 
machine 217/35 

Aylward, Bernard: craft education in 
Leicestershire schools 217/19 


BDMW Associates: new corporate identity 


programme for English Electric Valve Co 220/69 

BOAC: chief development pilots examination of 
BAC auto pilot 218/34 

BTR Industries Ltd: RSA Presidential Medal for 
Design Management award 219/57 

Bache, D. E.: Rubberex '67 competition judge 
220/69 

Baines, Anthony: photographs 220/26 

Bakelite Xylonite Ltd: Horners Award for plastics 
nursery award 217/34 

Baker and Sons Ltd, James: Chester shoe shop 
interiors 220/49 

Banks, Colin: re-signposting of Whipsnade Zoo 
commission 219/67 

Banks, John: Print Design 1967 exhibit 219/54 

Barlow, Professor H. M.: high-speed guided 
transport on land symposium speaker 218/65 

Barwell, Professor F. T.: high-speed guided trans- 
port on land symposium speaker 218/65 

Baschet, Francois: musical instruments 
experiments 220/27 

Bath, Robin: Leverhulme Travelling Scholarship 
in Industrial Design Award 220/69 

Battley Bros. Ltd: Print Design 1967 exhibit 
219/55 

Bavier jnr, Robert N.: new international Tempest 
class yacht views 221/66 

Baxter, Geoffrey: Redston Award engraver 
2k7/59; textured glass vases 217/39 

Baynes, Ken and Kate: Classroo.n Consumers/ 
the Moulding of a Design Public 217/14-23; 
Teaching the Teachers/Educating for an 
Industrial Society 219/26—32; 220/77 

Bear, Donald: Worshipful Company of Weavers, 
RSA award 221 /83 

Bearfields: new shop design 218/62 

Beauchamp Grammar School, Oadby: art teaching 
217/17, 22 

Beckman Instruments: Electroscan 30 218/58 

Beech, lan: Viners International Tableware Design 
Competition award 220/67 

Bell, Peter: method of working on industrial 
design project 218/32-35 

Bendix Corporation, USA: autopilot for Concorde 
218/34 

Benny, Gerald: cigarette box for Duke of 
Edinburgh's Prize for Elegant Design 221/83; 
Reading civic plate 220/47; Topham Trophy 
Competition judging panel 219/59 
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y, Howard: sponsorship by industry for 
rial design student, 218/69 
Monty: PU Work Station range of office 
ire range commission 221/75; search for 
irniture markets, interview 219/40-47 
»tte, Count Sigvard: Interdesign 2000 AD 
etition judge 218/67 
David: transport industrial design course 
ntry College of Art 222/59 
Green Museum: exhibition Half a Century 
Modern Design 218/60 
tta Manufacturing Co Ltd: design consultant 
yintment 219/67 
ik, Jyoti: furnishing fabric 218/57 
ermann, Susanne: Cantu Furniture 
Lompetition award 220/67 
it, Max: Interdesign 2000 competition judge 
218/67 
Birdsall, Derek: new address 217/59 
Birmingham College of Art: post-Dip AD studies 
courses 222/67 
Biglgerud, Anders: Norwegian marketing advisor 
to Allied Industrial Designers Ltd 217/59 
Biack, Professor Misha: appreciation of Peter 
Muller-Munk 221/81; Chase Manhattan Bank, 
Berkeley Square design 222/63; CoiD Awards for 
capital goods judge 221/35; RCA posi graduate 
study course in automobile design 222/59 
Black, Dr Stephen: production of ergonomic data 
tor map plotter 221/54 
Black Arrow: In Quest oi the Perfect Desk, 
competition 217/72 
Black Arrow Leasing Lid: new address 217/59 
Biack Bayes Gibson and Partners: Chase 
Manhattan Bank, Berkeley Square design 222/63 
Blake, John E: deputy head of ColID industrial 
division appointment 219/67 
Bland, Prof. John: author of Design Int 
Expo '67, Montrea! 217/37 
Board of Trade: British Trade Centre, New York 
administration 219/20; design protection policy 
219/27 
Boehm, Theodore: introduction ofasys 
levers and pad to the flute 220/28&-29 
Bonfield, Brian:ColD Council member 
appointment 222/63 
Bonnington and Collins: British pavilion for Expo 
'67, Montreal 217/28-29 
Boorman and Associates, Clifton: drinking 
fountain 219/43 
Boosey and Hawkes: flute mouthpiece 
experiments 220/28 
Borough Polytechnic: high-speed guided 
transport on land symposium 218/65 
Boulez, Pierre: music notation problems 222/43 
Bovril Ltd: symbol and new labels 220/50 
Bradbury, Arthur: new range of canteen crockery 
for Ministry of Public Building and Works 
co-operation 220/35 
Bradshaw,Christopher: Print Design 1967 
selection panel member 219/50 
Brian, Leonard: Designs on Music articles 
acknowledgement 222/47; reed musical instru- 
ments experiments 220/30 
Brainpower Industrial Design Ltd: established 
217/59 
Bratvold, Gunnar: obituary 219/27 
Braun-Feldweg, Wilhelm: Industrial Design 
Heute, book review 217/54 
Brewer, Roy: Selling Through Print 219/46—48 
Briggs, Ken: Print Design 1967 exhibit 219/55 
Brindley, Dr Giles: bassoon operated by solenoids 
22/30, 37 
Brissenden and Partners, Ivan: Print Design 1967 
exhibit 219/53 
British Aircraft Corporation: auto pilot develop- 
ment 218/34; interview with chairman Peter 
Masefield 217/32-33; London Airport North East 
Face passenger terminal interior facilities 218/69 
British Aluminium Co Ltd: components for 


ntfor 


ar of 


vi 


Saarinen chair 219/40; new mitreing technique 
217/12; 221/75 

British American Chamber of Commerce: British 
Trade Centre, New York administration handed 
over 219/20 

British Crane and Excavator Corporation: Coles 
diesel-electric truck crane 222/52 

British Domestic Appliances Ltd: subsidiary 
Industrial Design Unit Ltd design management 
218/37 

British Federation of Master Printers: average 
sales per employee in printing industry 219/48; 
Print Design 1967 exhibition 218/67; 219/50 

British Hovercraft Corporation Ltd: Hovercraft 
development problems 222/39 

British Plastics Federation: Horners Award 217/34 

British Productivity Council: Quality and 
Reliability exhibition at Design Centre 222/27 

British Rail: colour treatment on suburban services 
217/12; design panel, new members appointed 
218/67 

British Silverware 
218/37 

British Standards Institution: annual standards 


‘takeover of Walker & Hall Ltd 


conference 219/59; book page sizes standard 
revision 219/59; new symbol 221/83, 85 

British Stationery Council: Letterhead Competi- 
tion 219/59 

British Trade Centre, New York: progress 219/20 

British Transport Docks Board: new house style 
217 37 

British United Airways: installing work station 
off.ce furniture in Zambia 217 72; 219 40 

Brittenden, Arthur: ldeal dome Exhibition Blue 
Ribbon Design Awards judge 220/67 

Brooking, Mrs M.: Designs on Music articles 
acknowledgement 222/47 

Brown, Barbara: furnishing fabrics for Heals 
218/57 

Brown, E.: Canada- Design '67 jury member 219/44 

Brunnschweiler, David: textile designers training 
views 219/79 

Brunton, David: article A Place for Design in 
Management Education, letter 222/65 

Buchanan, Professor Colin: Illuminated Sign 
Design Competition judge 217/57; new London 
Bridge proposal to aid pedestrians 218/27 

Buckingham Carpet Co Ltd: new range 218/57 

Building Research Station: acoustics for concert 
halls research 222/45 

Bunker-Ramo Corp: display console for computer 
control centre 218/58 

Bunyard, Claud: Carpet sales to USA prospects 
220/27 

Burston and Associates, Don: design consuliancy 
appointment 219/67 

Bushloe High School, Wigston: art teaching 217/77 

Butler, Michael A.: finding a job in textile design, 
letter 221/85 

Butler Associates, Charles: Concorde airliner 
interior design 220/23 

Buzas, Stefan: Standard Bank, Northumberland 
Avenue interior 220/46 


Cc 


Cadburys Ltd: fruit and nut series of car cards 
218/62 

Calder, Alexander: stabile for International 
Nickel Co of Canada at Expo '67 220/48 

Camden Committee for Community Relations: 
symbol 218/60 

Campbell and Booker: new department store in 
Walton on Thames 217/35 

Cardiff College of Art: design course 219/27, 29 

Carpet Trades Ltd: design team expansion 221/83 

Carr, Richard: Canada - Design '67 219/42-45; 
Human Factors in the Bathroom 217/41-45 

Carrington, Noel: new definition of industrial 


design, letter 220/77 

Carter, Ernestine: ColD Prize for Elegant Design 
panel member 217/59; 221/37 

Carter, R. David: Duke of Edinburgh's Prize for 
Elegant Design 221/30-34; Gas-flo point design 
consultant 217/73; 221/31-34 

Casati, C.: designer for Eurodomus, exhibition in 
Genoa 217/38 

Casson, Lady: ColID Council member appointment 
222/63 

Casson, Sir Hugh: Illuminated Sign Design 
Competition judge 217/57 

Central Office of Information: British industrial 
design exhibition for Yugoslavia 219/59 

Chaddock, Professor D. H. Loughborough 
University of Technology engineering design 
centre head 220/179, 20 

Chadwick, Hulme: National Contract Furnishing 
and Interior Decor conference speaker 217/57; 
restaurants design faults paper to National 
Contract Furnishing and Interior Decor Exhibi- 
tion 220/20; SIA president retirement 222/63 

Challen, Floyd and Partners: special fittings for 

Campbell and Booker new department store 217/35 

Chartres, Alison: Designing for Yesterday, 
Letter 221/85 

Cheetham, Colin R: design consultancy appoint- 
ments 219 67 

Cheetham, Dennis: No Boffins Allowed-Technical 
Advances Means Teamwork 219/35-39 

Church Commissioners: redesign of company 
report 219/52 

Cincinatti Milling Machine Co: manufacture of 
EMI numerical control system $1000 219/35 


_ Civic Trust: London road signs confusion 222/20 


Clarke, Geoffrey: aluminium door for Andrew 
Grima jewellery showroom 217/34 

Clydesdale Bank Ltd: RSA Presidential Medal for 
Design Management award 219/57 

Cochrane, John: built-in cabin furniture range 
222/53 

Colchester Lathe Co Ltd: flow-line lathe receives 
ColD Award 221/37-41 

Collinson, Lord: ergonomics in agriculture paper 
220/57 

Colombo, J.: designer for Eurodomus, exhibition 
in Genoa 217/38 

Colville Group of Companies: loose leaf manual 
219/52 

Commercial Decor and Contract Furnishing 
Digest: sponsors of National Contract Furnishing 
and Interior Decor Exhibition 217/57 

Computer Technology Ltd: design consultant 
appointment 219/67 

Confalonieri, G.: designer for Eurrodomus, exhibi- 
tion in Genoa 217/38 

Confederation of British Industry: education for 
management 220/40 

Conran, Terence: ColID Council member appoint- 
ment 222/63: furniture retail sales, views 218/69 

Conran Contracts Ltd: 11 colourways range 218/56 

Conran Design Group: carpets range 218/56; current 
projects 220/69; London Airport North East Face 
passenger terminal interior 218/69 

Conservative Political Centre: publication Get Our 
Cities Moving 222/23 

Consortium of Local Authorities Special Pro- 
gramme (CLASP): school furniture range 222/35 

Consumers’ Association: publication Secondary 
Schools: Maths and Science 220/23 

Conway, H. G.: ColID Awards for capital goods 
judge 221/35 

Coombs, Roger: Buying Print Needs Management 
Technique 219/48-50 

Cornell University: Centre for Housing and 
Environmental Studies 217/47 

Cornford, Christopher: rejection of the old in 
design, letter 217/67 

Counties Furniture Group: school furniture 
development 222/35, 36-37 





Coventry College of Art: transport industrial 
design course 222/59 

Craven, Shirley: printed fabrics 222/57 

Creed and Co Ltd: teleprinter 220/44 

Critchlow, Rex: bathroom unit 220/22 

Crosby/Fletcher/Forbes: graphics for Q4 218/69: 
Print Design 1967 exhibit 219/57 

Crowe, Ralph: Shropshire County Council 
furniture development 222/35 

Crump, Brian: handicrafts teaching at Humphrey 
Perkins School, Barrow on Soar 217/20 

Cunard Steam-Ship Co Ltd: London offices 
modernisation 217/67 

Cunliffe, Mitzi: touring exhibition Sculpture by the 
Yard 222/27 

Cure, G. A. C.: design in print views 219/47 

Curran Engineering Ltd, Edward: 5 ft steel bath 
220/22 

Curwen Press: punches for music 222/417, 43 

Cusack, Dawn: Designs on Music articles 
acknowledgement 222/47 


D 


d’Aniello, Pierangela: Cantu Furniture competition 
prize 221/85 

Darling, George: design protection, Government 
policy statement 219/27 

Davies, John: Graphic Design Britain '67 exhibi- 
tion 218/67 

Day, Lucienne: furnishing fabrics for Heals 218/57 

Day, Robin: Disque table 220/49 

Day, Robin and Lucienne: Living off Trays display 
217/36 

De Beers Consolidated Mines Ltd: Diamonds 
International Awards 219/59 

Decca Radar Ltd: 101 marine radar unit 222/24 

Deering Restaurants Ltd: new restaurant in Royal 
Exchange, Manchester 219/67 

Dennison, John: Designs on Music articles 
acknowledgement 222/47 

Department of Education and Science: architects 
development group 222/29; daylight factor for 
classrooms review 222/23 

Design and Industries Association: chairman 
election 220/69; president elected 219/67 

Designers and Art Directors Association of 
London Ltd: new address 217/59 

Design Furnishing Contracts Ltd: new address 
217/59 

Design Research Unit: built-in cabin furniture 
222/53; current projects 219/67; Ilfoprint print 
processors, ColD Award 221/78-79; Unilever Ltd 
house style 218/69 

Des Isleto, R. E.: Canada-Design '67 jury member 
219/44 

Ditzel, Nanna: silver jewellery 217/36 

Dodd, Ivan: package for Disque table 220/49 

Domus: Eurodomus exhibition in Genoa 217/38 

Dowman, Erroll :Textile Council travel scholarship 
award 219/59 

Dominion Metalware industries Ltd: electrically 
powered automatic hospital bed 219/42, 43 

Donald Brothers of Dundee: printed fabrics 222/57 

Dreyfuss, Henry: bathroom unit 220/22 

Dudas, Kuypers, Rowen Ltd, Canada: electrically 
powered automatic hospital bed 219/43 

Duplessis, Labelle and Derome: Montreal metro 
station 218/43 

Durant, Stuart: furnishing fabric 218/56 

Dyall, Doreen: printed fabric 222/57 


EMI Electronics Ltd: S1000 numerical control 
system case history 219/35-39 

ESA Ltd: development contract with Shropshire 
County Council 222/36 

Earle, Dr Arthur F.: design instruction as part of 
management teaching problems 220/40, 42 


Easterby, Ronald: flow-line lathe receives CoID 
Award 221/37-41 

Eaton Yale and Towne Inc: locks and hardware 
design award 218/67 

Eber, George aquarium and dolphin pool for Expo 
67, Montreal 217/28-29 

Edinburgh, HRH Prince Philip, Duke of: Prize for 
Elegant Design panel chairman 217/57; 221/30-34 

Edinburgh Weavers: autumn collection of 
furnishing fabrics 218/56; fabrics in Chester Shoe 
shop 220/49 

Edmunds, G. S.: Mortarless concrete blocks 219/44 

Einandi, Robert: Aesthetics and Technology in 
Building, translator, book review 217/55 

Ekco Plastics Ltd: new product management 
217/47-52 

Electrical Sign Manufacturers Association: 
Illuminated Sign Design Competition 217/57 

Electricity Council: electric car research 222/22 

Elliott Flight Automation: auto pilot project 218/33 

Elvin, René: Industrial Design Heute, book review 
217/54 

Enfield College of Technology: centre for post- 
graduate studies courses 219/59 

Engineering Employers’ West of England 
Association: courses 219/57 


English E'ectric Valve Co: new corporate identity 
programme 220/69 
Ergonomics Research Society: ergonomics in 


agriculture conference 220/57 

Essex County Council: furniture design section 
222/35 

Esso Petroleum Co Ltd: aids to teacher chart 219/54 

Eurographic Ltd: corporate identity programme for 
Shepherd Building Group 218/63 

European Packaging F :deration: Eurostar award 
221/83 

Europrint Design Associates: design, translation 
and printing service for exporters 217/59 

Eveline Lowe primary school: furniture design 
222/30-31 

Everett Jones, A. E.: Print Design 1967 selection 
sanel member 219/50 

Export Printing intelligence: 
established 218/67 


facilities for exporters 


F 


Fairfield Hall, Croydon: platform design 222/44, 47 

Fantoni, Barry: murals for Chester shoe shop 
220/49 

Farey, A.: moving coil microphone 218/58-59 

Farr, Michael: definition of industrial design, 
letter 218/69; Organised Office Designs Ltd 
director appointment 218/67 

Farr (Design Integration) Ltd, Michael: Campbell 
and Booker new depaitment store design con- 
sultant 217/35; ee radiators 
range, ColD Award 221/76-77; letterhead de- 
signed by Peter Hatch Partnership Ltd 219/59 

Fastprint Ltd: Print Design 1967 exhibit 219/57 

Faulkner, Sir Percy: Print Design 1967 exhibition 
opened 219/50 

Faux, Alan: drawing table 219/45 

Fay, Michael: Print Design 1967 exhibit 219/52 

Federation of British Carpet Manufacturers: 
carpet sale in New York Trade Centre 220/27 

Feilden, G. B. R.: address after presentation of 
ColD Awards 222/22 

Ferrabee, Lydia: Riding on Rubber in Montreal's 
Metro 218/41-43; The Shape of Expo '67 217/24-30 

Ferranti Ltd: Size 4co-ordinateinspection machine, 
ColID Award 221/48-57 

Fibreglass Ltd: components for Saarinen chair 
219/40 

Fleury, Noel: Horners Award for plastics nursery 
blocks 217/34 

Flight Equipment Ltd: seating for Concorde air- 
liner 220/23 

Floyd, Professor W. F.: ColD Awards for capital 


goods judge 221/35; Men and Machines on the 
Farm 220/56-—63; 221/28 

Flurscheim, C. H.: ColD Awards for capital goods 
judge 221/35 

Ford Motor Co: RCA post graduate study course 
in automobile design 222/59 

Fordsham, Simha: floodlight unit 219/44 

Formica Ltd: commercial range of signs 219/20-217 

Forrest and Barber: architects of Walker & Hall Ltd 
shops 218/37 

Forsyth, Susan: temporary absence from DESIGN 
magazine 222/63 

Foundation for Management Education: education 
for management 220 / 40, 42 

Fuller, R. Buckminster: American pavilion at Expo 
‘67, Montreal 217/27, 28, 31; Dymaxion bathroom 
220/22 

Furniture Development Council: economics and 
statistics department head appointment 219/67; 
school children anthropometric research 222/37 

Furniture Industry Research Association: collabor- 
ation with Department of Education and 
Science 222 36; loading tests on chair 222 25 


G 


Gallaher Ltd: new corporate identy programme 
220/69 . 

Garland, Ken: Print Desiyn 1967 selection panel 
member 219/50; symbol for Camden Com- 
mittee for Community Relations 218/60 

Garner, John: photographs 217/32, 46, 50; 218/32, 
36, 39; 220/24-33, 35-37 ; 222/28, 32-37 

Garnett Cloughley Blakemore Associates: 

Sander Mirror Co showroom 222/52 

Gavron, Roy: St Ives Printing Group design policy 
219/47 

Gianninoto and Associates, Frank: Eurostar 
award for a line of plastics containers 221/83 

Gibberd and Partners, Frederick: London Airport 
North East Face architects 218/69 

Gibson, Natalie: printed fabric 222/57 

Glass Manufacturers’ Federation: Redston Award 
presentation 217/59 

Glenister, S. H.: making student design conscious, 
letter 220/77 

Glover, H.: National Contract Furnishing and 
Interior Decor conference speaker 217/57 

Glover, Robert: Viners International Tableware 
Design Competition award 220/67 

Glover & Co Ltd, Thomas: gas-flo point 217/73; 
221 /30-34 

Godfrey, Michael: managing director of Ekco 
Plastics Ltd 217/47, 48-49 

Goldring, Maurice: typometric stationery 217/67 

Goldsmith's College, London: exercises prepared 
for Which? Secondary Schools: Maths and 
Science 220/23; handicraft department course 
219/29 

Goodale, Sir Ernest: National Contract Furnishing 
and Interior Decor conference speaker 217/57; 
RSA Presidential Medal for Design Management 
selection committee Chairman 219/57 

Gordon and Partners, Alex: Wales Gas Board 
design consultants 217/13 

Gorman, Geoff: handicraft teaching at Market 
Harborough Grammar School 217/27 

Gornick Associates, Bruce: Chester shoe shop 
interior 220/49 

Gould, Elizabeth M: carpet 218/57 

Graduate Centre for Management Studies: design 
instruction as part of management teaching, 
problems 220/47, 42 

Grampian Lighting Ltd: group design manager 
appointment 217/59 

Grant, Henry: photograph 222/30 

Grant, John: ColID appointment 217/59 

Gratwick, John: relevance of design management 
to management studies talks 222/38 





Gray, Ilse: temporary news editor of DESIGN 
appointment 222/63 

Gray, Milner: ColD Prize for Elegant Design 
panel member 217/59; 221/37 

Greater London Council: design department 
222/29; garbage disposal 218/27; metropolitan 
road signs 222/27; monorail research 222/23; 
mural designer on permanent retainer 222/27; 
Thamesmead choice of name 221/29 

Green, Peter: teacher training at Hornsey College 
of Art 219/30, 37 

Greenaway and Sons Ltd, Daniel: Print Design 
1967 exhibit 219/52 

Greenwood, Councillor T. C.: Topham Trophy 
Competition judging panel 219/59 

Grey, Ron: range of standard cases for Solartron 
Electronic Goup Ltd 218/36 

Grey, Royce: drawing board stand 220/57 

Grierson, Martin: Aston Cabinet Co Ltd new 
showroom 217/39 

Griffith Ltd, W. P.: Print Design 1967 exhibit 219/52 

Grima, Andrew: Cigarette box presentation for 
Duke of Edinburgh's Prize for Elegant Design 
221/83; new jewellery showroom 217/34 

Grima, G. and G.: architects of Andrew Grima 
showroom 217/34 

Grinling, Jasper: ColID Awards judging panel 
chairman 217/57; 221/65 

Grundy, John: AEl Henly Africa (Pty) Ltd, Johan- 
nesburg appointment 217/59 

Guillon and Associates, Jacques S.: Montreal 
metro 218/47-43 

Gundrey, Elizabeth: Designing for Yesterday 
219/22-25; 221/85 

Gundrey, Walter: A Lighting Firm that Makes the 
‘Better Mousetrap’ 218/50-55 

Gutbrod, R.: West German pavilion for Expo '67 
Montreal 217/28-29 


H 


HMSO: honorary typographic advisor appointment 
217/61; lighting practice in schools bulletin 222/23 

Habeggar, Switzerland: mini-rail system at Expo 
‘67, Montreal 217/27 

Haggerty, Michael: photograph 222/37 

Halfpenny, Eric: natural substance for musical 
instruments view 220/28 

Hamilton Equipment Ltd, Peter: excavator, ColID 
Award 221/60-63 

Hammond, Leslie: guitar with tuning keys at bottom 
end of instrument 220/32 

Hard, John: backing for Interiors International Ltd 
219/40: furniture retail sales, views, letter 218/69 

Harris, Michael: pioneering new approach to glass 
design at RCA 220/69 

Harrison, Geoffrey: Schools Council project to 
study place of technology in schools 219/28, 32 

Harrison, Sydney: ColID Council member appoint- 
ment 222/63; music notation system 222/45 

Hastings High School, Burbage: artteaching 
217/17 

Hatch, Peter: 1966 Letterhead Competition award 
219/59 

Hatch Partnership Ltd, Peter: 1966 Letterhead 
Competition winners 219/59 

Hawkins, Dennis: furnishing fabric 218/56 

Hay, Norman: Standard Sign Manual for Expo '67, 
Montreal 217/37 

Heal, J. Christopher: purchase tax anomolies 
affecting design 218/69 

Heal Fabrics Ltd: 1967 range of furnishing fabrics 
218/57 

Heap, H. R.: ColD Awards for Capital Goods judge 
221/35 

Hebert, Julien: symbol for Expo '67 217/26 

Heffer, Eric: design policy for Allom Heffer 218/57 

Height, Frank: electric convector radiators range, 
CoID Award 221/76-77 

Hellman, Louis: drawings 218/44-—49 


viii 


Helps, F. G.: EMI S1000 numerical control system 
development 219/35 

Henning, Claus: civic plate collection, Reading 
220/47; design officer for Reading and the Area 
Museum Service for SE England appointment 
221/83 

Hepworth, P. S.: ticket vending machine, letter 
221/85 

Herbert, J.: Canada-Design ’67 jury member 219/44 

Heritage, Robert: Duke of Edinburgh's Prize for 
Elegant Design judging panel appointment 222/63 

Herman, Samuel: glass design, new approach 
pioneered at RCA 221/85 

Hersberger, Richard: Cantu Furniture Competition 
award 220/67 

Heyes, John: Getting it Right the First Time 
217/46-52 

Heywood, Graham: Living of Trays display 217/36 

Hickman, Ronald: consultant to design group of 
Lurashell of Ware appointment 221/83 

Hilger & Watts Ltd: map plotter, ColD Award 
221 /52—54 ; 222/63 

Hill, Maurice: Carpet 218/57 

Hill, Oliver: Method of working on industrial design 
project 218/37-39 

Hille and Co Ltd: Disque table 220/49 

Hinckley Grammar School: art teaching 217/77; 
dress design teaching 217/27 

Hislop, Vivien: ideal Home Exhibition Blue Ribbon 
Design Awards judge 220/67 

Hochschule fur Gestaltung, Ulm: research pro- 
gramme on international signs and symbols 
222/67 

Hoffmeister, Professor Adolph: Czech text books 
advisory design committee chairman 220/47 

Holland, Ralph: Windsor Castle old master draw- 
ings presentation quote 222/48 

Hollands, Fred: Print Design 1967 exhibit 219/53 

Holzapfel, Christian: Interdesign 2000 AD 
competition judge 218/67 

Holzapfel KG, Christian: Interdesign 2000 competi- 
tion 218/67 

Hooker, Dennis: photograph 220/44 

Hooker, Dr S. G.: James Clayton prize 220/67 

Hopewell, Graham: shop for family grocer 218/62 

Horniman Museum: musical game 222/45 

Hornsey College of Art: design education course 
219/26-32 

Howard, Ron: autopilot project for Concorde 
218/34 

Howe; Jack: ColD Awards for Capital goods judge 
221/35 

Howe, Joe: Pifco Ltd design projects commission 
219/67 

Hubel, V.: playsphere 219/42, 43 

Hudson, Tom: Cardiff Coliege of Art design 
course 219/26, 29 

Hughes, Graham: Topham Trophy Competition 
judging panel 219/59 

Hughes-Stanton, Corin: DESIGN editor appoint- 
ment 219/67; Designers Get the Team Spirit 
218/32-39; Nikolaus Pevsner: a major influence 
on modern design 222/56-57 

Hull Traders Ltd: printed fabrics 222/57 

Humphrey Perkins School. Barrow on Soar: 
handicraft teaching 217/20 

Hurren, Sidney: electronic cathode ray tube tuner 
for pianos 220/32 

Hybsch, E.: designer for Eurodomus, exhibition in 
Genoa 217/38 


IBM: Direct Access Storage Facility 218/58-59 

ICI: corporate identity scheme consultants 
appointment 219/67 

ICI Plastics Division: bathroom unit 220/22; perspex 
mould simulating a nuclear reactor outlet core 
222/25 

IDEA Partnership: change of address 221/85 


liford Ltd: print processors, ColD Award 221/78-79 

imperial College, London: BSI annual standards 
conference 219/59 

Inchbald, Michael: Cunard Steam-Ship Co Ltd 
London office modernisation 217/67 

Inchbald, Peter: Walker & Hall Ltd retail policy 
218/30-31 

Industrial Design Institute of Australia: amalgama- 
tion into Industrial Design Institute 219/59 

Industrial Design Unit Ltd: design management 
218/37-39 

Inner London Education Authority: design group 
222/36; Eveline Lowe primary school 222/29 

Institut d’Esthetique: new address 217/59 

Institute of Electrical Engineers: fusable plugs 
progress 219/27 

Institute of Packaging: packaging management 
course 219/59 

institution of Mechanical Engineers: co-operation 
with schools to enlarge place of technology in 
education 219/28, 32; James Ciayton Prize 220/67 

Interiors International Ltd: PU Work Station range 
of office furniture 221/75; sales philosophy 219/40 

International Chamber of Commerce: research 
programme on international signs and symbols 
co-operation 222/67 

International Computers and Tabulators Ltd: 
Computer ICT 1600 series, ColID Award 221/55-59 
222/63 

International Council of Graphic Design 
Association (ICOGRADA): research 
programme on international signs and symbols 
222/67 

International Council of Societies of Industrial 
Design: annual conference, Montreal 219/44; 
furniture for 2000 AD competition sponsors 
218/67 

International Nickel Co of Canada: stabile for Expo 
’67 220/48 

Irvine, Alan: ColD Awards judging panel member 
217/57; 221/65; Windsor Castle art gallery 
222 | 48-49 

Israel Institute of Packaging and Design: exhibi- 
tion of British consumer goods in Tel Aviv 
218/67 

Issigonis, A.A.A.: Leverhulme Medal, award 
217/59 


J 


Jacob, J.: new definition of industrial design 
letter 220/77 

Jacobs, John Barcley: ColID Council member 
appointment 222/63 

Jarrold, John: design for print speech to BFMP 
recalled 219/47 

Jarvis, Fred: SIAD conference on design educa- 
tion, speech recalled 219/27 

Jay, Maurice: Environmental Design: an introduc- 
tion 218/44—49 ; 220/77 

Jay, Peter: Environmental Perception: Can Science 
Really Help 220/52-55 

Jenkins, Mrs E.: Designs on music articles 
acknowledgement 222/47 

Jensen, Georg: silversmith, Denmark, centenary 
exhibition 217/36 

Jensen, Soren Georg: candlestick 217/36 

Jinty Dress Ltd: logotype 219/57 

Johnson, Jeremy: music notation system 222/45 

Johnson, Dr Michael: Furniture Development 
Council appointment 219/67 

Johnson, Phillip: Nikolaus Pevsner tribute 222/57 

Jones, Kenneth: piano development perfection, 
views 220/30 

Jones, W. Emrys: paper to ergonomics in agricul- 
ture conference 220/57 

Jones, T. Mervyn: Wales Gas Board design 
developments 217/13; 221/34 

Juggins, Maurice: RSA Edgar Lawley travelling 
bursary award 221/83 





Julius, Rosamind: ColD Awards judging panel 
member 217/57; 221/65; elected chairman of 
Design and Industries Association 220/69 


K 


Kaiser, Bob: chairs 219/43 

Kaiser Floors Ltd: design consultant appointment 
219/67 

Kalb, Jonah: Thornton slide rule sales in the 
American market 221/28 

Kasparians (UK) Ltd: new address 219/67 

Katz, Eric: Redston Award doner 217/59 

Keating, Geoffrey: Grampian Lighting Ltd 
appointment 217/59 

Kenny, Sean: Gyrotron for Expo '67, Montreal 
217/28-29 

Kent County Council: furniture design department 
222/29 

Ketcham, R.: display centre for computer control 
centre 218/58 

Kidderminster College of Further Education: 
students working in Carpet Trades Ltd design 
studio 221/83 

King, H. B.: front door service panel 219/45 

King and Brown Partnership: Black Arrow 
competition In Quest of the Perfect Desk entry 
217/12 

King’s Lynn Glass Ltd: functional and decorative 
glass output 222/59 

Kingston College of Technology: conference 
Designing for Production 218/65 

Kinneir, Jock: commercial range of signs for 
Formica Lid 218/27; graphics scheme for airports 
217/32; Print Design 1967 selection panel mem- 
ber 219/50; road signs, ColD Award 221/69-77 

Kinneir Associates: commercial range of signs for 
Formica Ltd 218/20-27 

Kinneir, Calvert and Associates, Campbell and 
Booker graphics 217/35 

Kira, Alexander: report The Bathroom: criteria for 
design 217/47; 220/22 

Kirkbride, A. B.: portable oscilloscope for 
Solartron Electronic Group Ltd 218/36 

Kneale, Bryan: shopfront for Andrew Grima 
jewellery showroom 217/34 

Knoll International: marketing Planning Unit Ltd’s 
work station 217/12 

Kondratiev, A. N.: Russian pavilion for Expo '67, 
Montreal 217/28-29 

Koppel, Henning: cutlery 217/36 

Krampen, Dr Martin: research programme on 
international signs and symbols 222/67 

Krisson Design Group: Print Design 1967 exhibits 
219/57, 53 

Krisson Equipment Ltd: design consultant 
appointment 219/67 

Krisson Printing Ltd: Print Design 1967 exhibits 
219/57, 53 

Kwinto, R.: milling machine 217/35 


L 


Lambeth Borough Council: Finnish chairs for 
Streatham swimming baths 222/55 

Lambie, Kenneth: Ilfoprint print processors, ColD 
Award 221/78-79 

Lanchester College of Technology: laboratories 
and workshops 222/67 

Langdon, Dr John: appraisals for environmental 
designs 218/47 

Lansing Sound Inc, James B.: amplifier 218/58-59 

Lasry, Jacques: musical instruments experiments 
220/27 

Lasry, Yvonne: musical instruments experiments 
220/217 

Latham, Richard S.: Interdesign 2000 AD competi- 
tion judge 218/67 


Latham Tyler Jensen: telecopier 218/58-59 

Laurola, Tytti: Cantu Furniture Competition award 
220/67 

Lawrence, Professor Raymond: design teaching 
probiems at University of Lancaster 220/42 

Laxton, Michael: handicraft teaching at Gold- 
smiths’ College 219/67 

Leicester College of Art: post-Dip AD studies 
courses 222/67 

Letraset Ltd: student graphics competition 218/67 

Levy, Audrey: Textile Council travel scholarship 
award 219/59 

Lewis’s of Birmingham: ColD retail training course 
co-operation 222/63 

Liley, Peter: head of Planning Unit Ltd 219/40 

Limbrey, John: Viners International Tableware 
Design Competition award 220/67 

Lipscombe, Peter: symbol for British Standards 
Institution 221/85 

Littleton, Professor Harvey: studio glass blowing 
at RCA 221/85 

Lok-A-Blok Supplies Brandon Ltd: Mortarless 
concrete blocks 219/44 

Lombard, A. A.: James Clayton Prize 220/67 

London and Upjohn: computer ICT 1900 series, 
ColD Award 221/55-59 

London Business School: design instruction as 
part of management teaching 220/40, 42 

Longpré and Marchand: Montreal metro station 
218/43 

Lonsdale-Hands Associates, Richard: current 
projects 218/69; director appointment 217/59 

Lotus Cars Ltd: design and development director 
resignation 221/83 

Loughborough College of Education: creative 
design courses 219/32 

Loughborough University of Technology: 
engineering design centre 220/79, 20 

Lucas Ltd, J.: new method of simultaneously 
cleaning out commutator slots 222/27 

Lund Humphries and Co Ltd: Print Design 1967 
exhibit 219/54 

Lurashell of Ware: design consultant appointment 
221/83 


Mi 


MacCarthy, Fiona: ColD Awards judging panel 
member 217/57; 221/65; Seven Speciality Shops 
218/30-31 

Macarthys Ltd: plastics syringe case 217/48 

McClean, A. E.: Ideal Home Exhibition Blue 
Ribbon Design Awards judge 220/67 

McClelland, W.G.: design teaching at the 
Manchester Business School ?°0/42, 38 

Macer, E.: hand-made glasses, letter 217/67 

McFarland, D.: telecopier 218/58-49 

Machine Tool Industries Research Association: 
ergonomic research 221/38, 40 

Mclinerney, Michael: Textile Council travel scholar- 
ship award 219/59 

Mcintosh, L. G.: Canada-Design '67 jury member 
219/44 

Macioge, Frank: site furniture for Expo '67, Montreal 
217/28, 30 

MacKay, G. T.: Designing for Production con- 
ference speaker 218/65 

Mackay, R. G.: head of industrial design unit of 
Ferranti Ltd 217/59 

MacKinnon and Jenkins Ltd: furnishing fabrics 
220/45 

MacKrell, Joyce: CoID retail training courses in 
co-operation with stores 222/63 

McLean, Ruari: HMSO honorary typographic 
advisor appointment 217/67 

MacMillan & Co Ltd: Mechanical Engineering 
Design, book review 217/54 

Macrae, Dr Christopher: instruction in design at 
Ashridge Management College 220/39, 42 


Madoyants, A. A.: Russian pavilion for Expo 67 
Montreal 217/28-29 

Magpie Furniture Ltd: drawing board stand 220/57 

Malk, D.: electro chemical analysis system 218/58 

Manbre Group: group design policy appointment 
217/61 

Manchester Business School: design instruction 
as part of management teaching problems 
220/42; 222/38 

Manchester College of Art: post-Dip AD studies 
courses 222/67 

Manchester Liners: cargo vessels 222/53 

Manning, Peter: architects acting as chemists 
quote 218/47 

Manstead, Dr S. K.: instruction in design at Ash- 
ridge Management College 220/39, 42 

Maples of London: internal furnishings and 
decorations for Concorde airliner 220/23 

Marconi Ltd: development activities 218/69 

Margaret, Princess: award presented to 
Ambassador magazine for capital goods 221/87 

Market Harborough Grammar School: art teaching 
217/20, 21 | 

Marsh, Veronica: Textile Councii travel scholarship 
award 219/59 

Marshall, Derek: auto pilot project 218/33 

Martin-Bates, J. P.: design instruction as part of 
management teaching, problems 220/42, 43 

Masefield, Peter: Boss of Britain's Airports - 
interview 217/32-33 

Mason, S. C.: Leicestershire schools design 
encouragement 217/75 

Massey-Erickson: pavilions at Expo '67, Montreal 
217/27 

Massoni, L.: designer for Eurodomus, exhibition in 
Genoa 217/38 

Mather, William: Ambassador award 221/87; 
ColD Awards for capital goods judging panel 
chairman 221/35 

Mexwell, Donald: Cube Store storage boxes 222/55 

Mayall, W.H.: Aesthetics and Technology in 
Building book review 217/55; definition of indus- 
trial design, letter 222/65; Design and Technology 
219/33-34; Designing for Production conference 
speaker 218/65 

Mayr, Jorg: Cantu Furniture Competition award 
220/67 

Meade, Dorothy: In Search of Q and R 222/24-—27 

Meaking Ltd, J. and G.: canteen crockery 220/35-37 

Mearns, George: built-in cabin furniture range 
2229/53 

Mears Caldwell Hacker Ltd: Print Design 1967 
exhibit 219/55 

Medd, David: school furniture design 222/37 

Meigh, Edward: Redston Award presentation 
217/59 

Mellor, David: teleprinter 220/44 

Melman, Professor Seymour: criticism of western 
machine tool industries 221/38 

Menichetti, Piero: association with Minale Tatters- 
field Ltd 217/59 

Meredew Contracts group: office furniture range 
217/12, 37 

Meredew Ltd, D.: contract company formation 
219/40; PU Work Station range of office furniture, 
CoID Award 221/74-75 

Metalliteos, Helsinki: contract chairs and tables 
222/55 

Miles, Colin: Print Design 1967 exhibit 219/54 

Miles, John: resignposting of Whipsnade Zoo 
commission 219/67 

Miller, A. R.: ColD Council member appointment 
222/63; resignation as chairman of CoID Scottish 
Committee 222/63 

Miller, Ronald: British Railways Board design 
panel appointment 218/67 

Mills, Edward: National Contract Furnishing and 
Interior Decor conference speaker 217/57 

Minale, Marcello: second Italian office opened for 
Minale Tattersfield Ltd 217/59 





Ministry of Housing: bathroom unit projects 220/22 
Ministry of Public Building and Works: new range 
of canteen crockery 220/35-37; school furniture 

development 222/35 

Ministry of Technology: electric cars research 
222/22 

Ministry of Transport: electric car research 222/22: 
road signs, ColD Award 221/69-71; sign manual 
222/20 

Minkes, A. L.: design teaching problems at 
Graduate Centre for Management Studies 220/47, 
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Minale Tattersfield Ltd: italian office opened 217/59 


Mobilia: attitudes towards furniture 219/27 

Moffett and Associates, Noel: old people’s flats at 
White City, London 220/50 

Monopolies Commission: restrictive practices in 
the profession investigation 213/20 

Moore, D.: Direct Access Storage Facility 218/58-59 

Moorhouse, Miss E.: Oxfordshire county primary 
school advisor 222/34 

Morphy-Richards Ltd: electric convector radiators 
range, Co!lD Award 221/76-77 

Morris, R. B.: high-speed guided transport on lana 
symposium speaker 218/65 

Moss, Martin: IIluminated Sign Design Competition 
judge 217/57 

Moss, Paul: staff designer for Solartron 
Electronic Group Ltd method of working 218/35-37 

Muller-Munk, Peter: obituary 221/87 

Mulley, Peter: Essex County Council furniture 
design section 222/35 

Murdock, Peter: folded cardboard children’s chair 
217/40 

Musgrove, John: laboratory furniture range 222/54 

Musto, Keith: International Tempest class yacht, 
views 221/68 


N 


National Agricultural Advisory Service: farm 


machinery testing proposal 221/28 

National Association for School Magazines: cup 
award for school which produces best duplicated 
magazine 21S$/67 

National College of Food Technology: packaging 
management course 219/59 7 

National Council for Diplomas in Art and Design: 
post-Dip AD studies 222/67 

National Council for Quality and Reliability: 
exhibition at Design Centre 222/27 

National Design Council, Canada: sponsors of 
Canada-Design '67 219/42, 43 

National Film Board of Canada: cinematic experi- 
ment at Expo '67 217/26 

National Fund for Research into Crippling 
Diseases: wheelchair design projects at RCA 
222/67 

National Institute of Agricultural Engineering: 
farm machinery testing 221/28; Paper on tractor 
steering in row crop cultivation 220/57 

National Marketing Council: diagrams to show 
expected life of a product 222/38, 39 ; organisation 
chart 222/38, 39 

National Research Development Council: electric 
cars research 222/22 

National Theatre: souvenir programmes 219/55 

National Union of Agricultural Workers: ergono- 
mics in agriculture 220/57 

Navan Carpets Ltd: range for Conran Contracts 

Ltd 218/56 

Naylor, Gillian: exhibition Half a Century of Modern 
Design 218/60; Furniture for the Primary School, 
299/28-37: Monty Berman Tackles New Markets 
for Furniture 219/40-41; A New Shape for Can- 
teen Crockery 220/35-37 

Nazeing Glass Works Ltd: hand-made glasses, 
letter 217/67 

Negus-Sharland: Manbre Group corporate iden- 
tity scheme 217/67 


Nelson and Partners: new restaurant for Deering 
Restaurants Ltd 219/67 

Nelson, George: American bathrooms too small 
for comfort view 220/22 

Nervi, Pier Luigi: Aesthetics and Technology in 
Building, book review 217/55 

Newlands Junior School, Nottingham: furniture 
design 222/32-33 

Nicholson, Roger: furnishing fabric 218/56 

Nott, Peter: two seater hydrofoil 220/48 

Noyes, Eliot Direct Access Storage Facility 
218/58-59; high speed automatic typesetting 
machine 222/54; Westinghouse Electric Corpora- 
tion consultant director 221/83 


oO 


Observer, The: editorial comment on attitude to 
work in industry 219/27 

Ogle Design Ltd: electric car prototype 222/22 

Oliver, Mary: printed fabrics 222/57 

Oliver Textiles, Mary: printed fabrics 222/57 

Oppenheim, Sir Duncan: ColID Council member 
appointment 222 /63 

Ordnance Survey: information produced for map 
plotting machine 221/54 

Organised Office Designs Ltd: established 218/67 

Orna, Bernard: Czech text books for children 220/47 

Otterway, Jill: wooden convertible settee 217/40 

Otto, F.: West German pavilion for Expo '67, 
Montreal 217/28 

Overseas Containers Ltd: corporate identity 
consultants appointment 219/67 

Overton Design Associates, Frank: new address 
219/67 

Owen Owen: ColD retail training course co- 
operation 222/63 

Oxfordshire Gounty Council: school furniture 
design 222/32, 33-34 

Oxford University Press: Aesthetics and 
Technology in Building, book review 217/55 


Pp 


P.M. Designs Ltd: shopfitters for Andrew Grima 
jewellery showroom 217/34 

Parkin, John: Canada-Design '67 programme 
219/42 

Parkyn, Brian: Worshipful Company of Horners 
Award for a design in plastics competition judce 
220/69 

Patterson, Gillian: wheelchair design projects at 
RCA 222/67 

Patterson, R. R.: Roneo Organisation cup award 
for best duplicated magazine presentation 219/67 

Pegson Ltd: power rammer, ColD Award 221/42-44 

Percival, Thalia: furnishing fabric 220/45 

Petter Ltd: diesel engine 222/26 

Pevsner, Nikolaus: a majcr influence on modern 
design 222/56-57; RIBA Gold Medal award 218/67 

Philips Gloeilampenfabrieken, N. V., Holland: 
Eurostar award 221/83 

Pifco Ltd: redesign project and house style com- 
mission 219/67 

Pilditch, James: The Business of Product Design 
quote 222/79 

Piper, John: Print Design 1967 exhibit 219/57 

Planning Unit Ltd: Black Arrow furniture competi- 
tion entry work station 217/12, 37; 221/74-75; 
CoID Award 221/74-75; co-operation with 
Interiors International Ltd 219/40 

Plastics Institute: thematic stand at Interplas 
exhibition 222/63 

Plessey Ltd: lilfoprint print processor 221/78-79 

Plessey Radar Ltd: new headquarters building in 
Addiestone 220/69 

Piummer, Raymond: elected president of DIA 
219/61 ; 220/69 

Plunkett, William: display at British Trade Centre, 
New York 219/20 


Political and Economic Planning: survey Attitudes 
in British Management 220/42 

Ponzio, E.: designer for Eurodomus exhibition in 
Genoa 217/38 

Posokhin, M. V.: Russian pavilion for Expo '67 
Montreal 217/28-29 

Powell, David Harman: chief industrial designer of 
Ekco Plastics Lid 217/47, 49, 52 

Powell, Michael: daylight factor for classrooms 
222/23 

Pratt, Graham: Esso Petroleum Co Ltd 
education services 219/54 

Primavera Ltd: new address 219/67 

Prinz AG, Carl: kettle 218/63 

Proctor, lan: International Tempest class yacht 
ColID Award 221/66-68 

Protective Plastics Ltd, Don Mills: playsphere 
219/42, 43 

Provinciali, Michele: association with Minale 
Tattersfield Ltd 217/59 

Pullee, E. E.: secretary of NCDipAD appointment 
222/67 

Pulos, Arthur J.: article in American Designer 
quote 221/27 

Pye, David: environmental design, letters 220/77; 
222/65 


R 


Race Furniture Contracts: Finnish contracts 
chairs and tables 222/55 

Ralph, Peter: auto pilot development 218/33 

Ramsey, Eileen: photograph 221/66 

Rascaroli, Adelmo: Caniu Furniture Competition 
award 220/67 

Rayfield, Roy D.: Cantu Furniture Competition 
award 220/67 

Raymond, Stanley: Illuminated Sign Design 
Competition judge 217/57 

Rayner, Claire: Rubbish —- methods of handling 
and disposal of waste 218/22-—29 

Red Dragon Securities Ltd: corporate identity 
programme 219/53 

Redford, G. D.: Mechanical Engineering Design, 
book review 217/54 

Reilly, Ken: Prototype Furniture exhibition con- 
ference speaker 219/27 

Ridley, Christopher: photographs 217/14-23; 
218/22-29 ; 219/26-32 ; 222/67 

Reilly, Paul: British Railways Board Design panel 
appointment 218/67; Comment -— The Expanding 
Frontiers of Industrial Design 221/27; opening 
National Contract Furnishing and Interior Decor 
Exhibition 217/57; - Worshipful Company of 
Horners Award for a design in plastics competi- 
tion judge 220/69 

Rely-a-Bell Alarms Ltd: design consultant 
appointment 219/67 

Reynolds Tube Co Ltd: gas cylinder, ColID Award 
221 /45-—47 

Rhymney Engineering Co Ltd: excavator wins 
ColID Award 221/60-53 

Richards, Brian: New Movement in Cities, book 
review 220/65 

Richards, Donald: engineering director for 
Solartron Electronic @roup Ltd 218/36, 37 

Richards, J. M.: Architectural Review editorship 
222/56 ’ 

Richardson, Arthur: viglas standardisation 220/26 
Richardson Boats and Plastics Ltd: International 
Tempest class yacht, CoID Award 221/66-68 

Riden, Robert: ILEA design group 222/36 

Rider, Dennis: Redston Award trophy 217/59 

Ristic, V.S.: Canada-Design '67 awards jury 
member 219/44 

Road Research Laboratory; road signs develop- 
ment 221/69 

Rogers, A. E.: high-speed guided transport on land 
symposium speaker 218/65 

Rollosrank Ltd: glass fibre bathroom unit 220/22 





Roneo Organisation: cup award for school which 
produces best duplicated magazine 219/67 

Rosenthal, Philip: Interdesign 2000AD competition 
judge 218/67 

Rosenthal Studio: department in Walker & Hall 
Lid Edinburgh shop 218/37 

Rossegger, R. and S.: health effects of tractor 
driving 220/57 

Hosselli, Albert: bathroom unit 220/22 

Rowland, Kurt: SIAD conference on design 
education speech recalled 219/27 

Rowlands, Martyn: Worshipful Company of 
Horners Award for a design in plastics competi- 
tion judge 220/69 

Rowohits Deutsche Enzyklopadie: Industrial 
Design Heute, book review 217/54 

Royal Agricultural Society of England: ergonomics 
in agriculture conference 220/57 

Royal Automobile Club: London road signs 222/20 

Royal College of Art: glass design pioneering new 
approach 220/69; 221/85; post graduate study 
course in automobile design 222/59; wheelchair 
design projects 222/67 

Royal Festival Hall: design problems 222/43-—45 

Royal Institute of British Architects: Gold Medal 
1967 award 218/67; 222/56; under-secretary 
appointment 222/63 

Royal Philharmonic Orchestra: photographs 
220/24-27 

Royal Society: Leverhulme Medal award 217/59 

Royal Society of Arts: Edgar Lawley travelling 
bursary award 221/83; Presidential Medal for 
Design Management 219/57; 221/28 

Rumbold, L. A.: seating for Concorde airliner 
220/23 

Russell, Professor R. D.: National Contract 
Furnishing and Interior Decor conference 
speaker 217/57 

Rylak, J.: milling machine 217/35 

Rylands, Patrick: structure building toy 220/45 


S 


St Ives Printing Group: design policy 219/47 

Safdie, Mosha: architect of Habitat at Expo '67 
217/26 

Sainsbury Ltd, J.: RSA Presidential Medal for 
Design Management award 219/57 

Salvati, Alberto: Cantu Furniture Competition 
award 220/67 

Salzedo, Leonard: Designs on Music/Changing 
the Score 222/41-47; Designs cn Music/Redesign 
ing the Instruments 220/24-33 

Sander Mirror Co: new London showroom 222/52 

Sanderson Fabrics: cotton furnish fabric 220/57 

Sawady, W. E.: craft teaching at Shoreditch College 
of Education 219/30 

Scheim, lonel: bathroom unit 220/22 

Schools Council: project to study the place of 
technology in schools 219/28, 32 

Schwartzkopf, M.: public lavatories, letter 217/67 

Scott, Douglas: The Business of Product Design 
quote 222/79 

Scott, Frederick: convertible steel frame settee 
217/40 

Scott, Malcolm: Gas-flo point 217/13; 221/37 

Scott Associates, Douglas: current projects 
218/69; excavator, ColID Award 221/60-63 
new address 217/59 

Scott Group, M.G.: new division Export Printing 
intelligence set up 218/67 

Scrutton, Hugh: Topham Trophy Competition 
judging panel 219/59 

Seay, E. W.: Westinghouse Electric Corporation 
design centre director 221/83 

Sekules, Walter: RIBA under-secretary appoint- 
ment 222/63 

Seweli, John: cover design 220/69 

Sfena, Paris: autopilot for Concorde 218/34 | 


Shackel, Brian: EMI numerical control system 
$1000 219/36 

Sharp, Peter E. M.: Designs on Music/Changing 
the Score 222/41-47; Designs on Music/Re- 
designing the Instruments 220/24-33; doing 
away with dustbins, letter 220/77 

Sheldrake, Edward S.: printing and publicity for 
International Congress on Glass 218/69 

Sheltcn, R. H.: RCA post graduate study course in 
automobile design 222/59 

Shepherd Building Group: corporate identity 
programme 218/63 

Shropshire County Council: school furniture 
development 222/35 

Simmonds, Ken: design teaching at the 
Manchester Business School 220/42 

Shoreditch College of Education: craft teaching 
219/30 

Sillett, M. F.: design appointment for Grampian 
Lighting Ltd 217/59 

Simon, Timothy: Print Design 1967 selection panel 
member 219/50 

Sissons, R. A.: furniture retailers, letter 218/69 

Skipper and East Ltd, Charles: Print Design 1967 
exhibit 219/53 

Skoda: horizontal vibrating centrifuge 218/67 

Smida, M.: horizontal vibrating centrifuge 218/67 

Smith, Ron: Print Design 1967 selection panel 
member 219/50 

Smith, Terry: Print Design 1967 exhibit 219/54 

Smith's Dock Co: cargo vessels for Manchester 
Liners 222/53 

Snell and Sons, Printer, Edwin: house style pro- 
gramme 219/54 

Snowdon, Lord: wheelchair design projects at 
RCA support 222/67 

Society of Glass Technology: Redston Award 
217/59 

Society of Industrial Artists and Designers: 
advertising code of practice 219/20; conference 
on design education recalled 219/27; Monopolies 
Commission investigation of professions 219/20: 
president election 222/63 

Society of Industrial Designers of Australia: 
amalgamation into Industrial Design Institute 
219/59 

Solartron Electronic Group Ltd: design manage- 
ment 218/35-37 

South Eastern Architects Collaboration: furniture 
development prospects 222/35 

Spark, Robert: British Rail’s new ferry for Harwich- 
Hook of Holland route 220/45; Swedish diesel- 
hydraulic trains with double deck coaches 
220/46 

Spence, Sir Basil: British pavilion at Expo '67 
Montreal 217/27, 29, 37 

Spencer, Herbert: Print Selection 1967 selection 
panel member 219/50 

Spitz, Robert: furnishing fabric 218/56 

Sprenkel, Wilhelm: export manager for Ekco 
Plastics Ltd 217/52 

Stampe, Astrid: Living off Trays display, Stock- 
holm 217/36 

Standard Bank: interior design of Northumberland 
Avenue, London branch 220/46 

Stankiewicz, Barnham Z. Mathew: Canadian 
pavilion for Expo '67 217/28-29 

Stanton Instruments Ltd: special casing to protect 
precision balance 222/27 

Stanton Jones, R.: Hovercraft development 
problems 222/39 

Stennett-Willson, R.: hand made glasses, letter 
217/67; King’s Lynn Glass Ltd established 222/59 

Stern, Isaac: violin playing position 220/26 

Stewart, John: director of Richard Lonsdale- 
Hands Associates Ltd appointment 217/59 

Stewart, Michael: Quality and Reliability exhibition 
opened at Design Centre 222/19 

Stockbridge, Hugh: valve trombone adaption 
220/32; 222/63 


Stourbridge College of Art: students working in 
Carpet Trades Ltd design studio 221/83; studio 
glass course 221/85 ; 

Stromm, Erik: Cantu Furniture Competition award 
220/67 

Structures Sonores Lasry Baschet: musical 
instruments experiments 220/27 

Studio Vista: New Movement in Cities, book review 
220/65 

Sud-Aviation: autopilot for Concorde 218/34 

Sutton, Andrew: Leverhulme Travelling 
Scholarship in Industrial Design Award 220/69 
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Tait, R.: ergonomics in music, letter 222/65 

Takna Ltd, Toronto: chairs 219/43 

Tandy, Halford and Mills Ltd: design brief for 
Bovril Ltd 220/50 

Tapiovaara, Ilmari: contract chairs and tables 
222/55 

Tattersfield, Brian: second Italian office opened 
for Minale Tattersfield Ltd 217/59 

Taylor, Michael: senior mechanical engineer for 
Solartron Electronic Group Ltd 218/36 

Taylor, Carol: Canada-Design '67 jury member 
219/44 

Taylor, Janet: Textile Council travel scholarship 
award 219/59 

Tennant, P. F. D.: marketing starts with the people 
and not the product quote 222/38 

Tertis, Lionel: violas standardisation 220/26 

Textile Council: problems to be tackled 219/79; 
scholarship awards 219/59 

Thames Board Mill: waste paper requirements 
218/27 

Thomas, John: retail experiment for Walker & Hall 

Ltd 218/37 

Thompson, Professor E. H.: map plotter, CoiD 
Award 221/52-54 

Thomson, J. C.: Designing for Production con- 
ference speaker 218/65 

Thornton Ltd, A. G.: RSA Presidential Medal for 
Design Management award 219/57; 221/28: slide 
rule salesin USA 221/28 

Thorolfsson, Arni: Cantu Furniture Competition 
award 220/67 

Tibor Ltd: cotton printed fabric 218/57; fabrics and 
carpets for Concorde airliner 220/23; furnishing 
for Concorde aircraft 218/57 

Todhunter, Ron: engineering for Hotpoint Auto- 
matic washing machine 218/38 

Tomrley, Mrs Cycill: retirement from ColD 217/59 

Topham, John: photograph 220/56 

Tophams Ltd: Topham Trophy competition 219/59 

Trendon Ltd: structure building toy 220/45 

Tresoldi, Ambrogio: Cantu Furniture Competition 
award 220/67 

Truscon group of companies: MFD system of 
monorail development 222/23 

Tube Investments: electric car 222/22 

Turner & Brown Ltd: laboratory furniture 222/54 

Tye, Alan: bathroom conversion 220/22 | 

Tynan, Ken: National Theatre souvenir pro- 
grammes 219/55 

Tyzack, J. E. V.: Organised Office Designs Ltd 
director appointment 218/67 


U 


Unilever Ltd: new house style 218/60 

Unit Five Design Ltd: current work projects 217/67; 
house style for British Transport Docks Board 
217/37 

University of Birmingham: school of anatomy 
anthropometric research on school children 
222/37 

University of Lancaster: design instruction as part 
of management teaching, problems 220/42 





Urwick Management Centre: relevance ot design 
management to management studies 222/38 

Usborne, T. G.: Ministry of Transport road signs 
development 221/69 

Usher, Paul: Leverhulme Travelling Scholarship in 
industric! Design Award 220/69 


i 


Vaizey, John: book Education for Tomorrow 
quote 219/28 

Vaughan, David: cotton furnishing fabric 220/57 

Victoria and Albert Museum: exhibition Half a 
Century of Modern Designs 218/60 

/illa, Luis F.: site furniture for Expo ’67, Montreal 
217/28, 30 

Villeneuve, Noel: design policy for Allom Heffer 
218/50-54 | 


Ww 


Wade Co, Norman of Toronto: radius tension 
drawing table 219/45 

Wagemans, Brother: makers of Artifort furniture 
219/27 

Waghorne, W. Chas: Worshipful Company of 
Horners Award competition judge 220/69 

Wainwright, David: The Design Intent for Expo '67 
217/37; interview with Peter Masefield 217/32-33 

Wales Gas Board: Gas-flo point development 
217/13; 221/30-34 

Walker & Hall Ltd: retail shops policy 218/30-37 

Walsh, F.: resignation as secretary of NCDipAD 
222/67 

Ward, Mary: CoID Prize for E!egant Design panel 
member 217/59; 221/37 

Ward, Neville: SiA president election 222/63 

Ward, Peter: tubular steel chair 217/40 

Ward and Austin: interior design for British Rail’s 


new ferry on Harwich-Hook of Holland route 
220/45 

Waste Paper Association: need for salvaged paper 
increasing 218/27 

Water, Stephen: reed musical instruments experi- 
ments 220/30 

Waters, Brian: drawing 222/23 

Watson, Dr W. F.: Rubberex '67 competition judge 
220/69 

Weatherill, Bernard: Private Member's Bill on 
design protection 219/27 

Webb, Douglas: Shropshire County Council 
furniture design department 222/35 

Webster Ltd, W. J.: Print Design 1967 exhibit 
219/53 

Welbourn, D.B.: ColD Awards for capital goods 
judge 221/35 

Welch, Robert: canteen crockery 220/35-37; 
vitreous enamelled steel cooking utensils com- 
mission 218/63 

Westinghouse Electric Corporation: corporate 
design centre opened 221/83 

White, J. Noel: Innovation and Product Planning 
222/38—40 

Whitefriars Glass Ltd: Redston Award trophy 
217/59; textured glass vases 217/39 

Wigmore Distributors Ltd: kettle 218/63 

Wilkins, F. E.: ticket vending machines, letter 
221/85 

Wilkinson Sword Ltd: hand-mower 222/50 

Williams and Burles Component Design 
Partnership, Anthony: typometric stationery 
217/67 

Williams, Colin: Leverhulme Travelling 
Scholarship in Industrial Design award 220/69 

Williams, James A.: built-in cabin furniture range 
222/53 

Williams, John: head of Krisson Design Group 
219/57; Print Design 1967 exhibit 219/53 


Williams, Peter: Ideal Home Exhibition Blue 
Ribbon Design Awards judge 220/67 

Wilmart Ltd: hand-made glasses 217/67 

Wilson, Ben: Gas-flo point 217/73; 221/37 

Wilson, F.: Canada-Design '67 jury member 219/44 

Wilson, Kenneth C.: meat and food grinder 219/45 

Wolf Associates, Arnold: amplifier 218/58-59 

Wolfe, Brian: autopilot development 218/33 

Wood, Frank: autopilot development 218/33 

Woodroffe, Paul: punches for music 222/417, 43 

Worboys, Sir William: chairman of committee to 
review road signs 221/69 

Worshipful Company of Horners: toy design in 
plastics competition 220/69 

Worshipful Company of Weavers: travel grant 
awarded through RSA 221/83 

Woudhuysen Design Group: Print Design 1967 
exhibit 219/52 

Wozniak, B.: milling machine 217/35 

Wright, John: textile designs sold to European 
manufacturers 222/67 

Wyeth, Desmond: Print Design 1967 exhibit 219/55 

Wylie, Matthew J. G.: ColD Scottish Committee 
chairman appointment 222/63 


Y 


Yale Locks and Hardware: annual design award 
218/67 

Young and Rubicam Ltd: car cards for Cadbury's 
218/62 


Z 


Zinc Development Association: technical literature 
219/55 

Zoebelein, Robert: bathroom unit 220/22 

Zoological Society: re-signposting of Whipsnade 
Zoo 219/67 
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a 


ARCHITECTURE AND PLANNING 

Artists and Architecture 67 exhibition at Building 
Centre 227/22 

Book reviews 
Early Modern in Berlin 228/65 
World Architecture 226/63 

Caravan sites 225/22; 227/65 

Cars for Cities report 224/27 

Children’s camping site 226/63 

Crowd Scenery at Expo 224/22-36; 226/67 

Design and purpose in world exhibitions, paper by 
Theo Crosby to RSA 228/23 


Design 1967 Numbers 223-228 


SUBJECT INDEX 


excluding authors 


The subject index is divided alphabetically into main categories such as 
ARCHITECTURE or EDUCATION, and these are printed in capital letters. A list 
of the headings in this index is given below: 


Agricultural equipment 

Architecture and planning 

Building fittings 

Catering equipment 

Ceremonial paraphernalia 

Children’s equipment 

Clocks and watches 

CoID activities 

ColD policy 

Colour 

Communications 

Competitions and awards 

Consumer protection 

Design offices 

Design registration 

Design theory and practice 

Domestic equipment 

Education 

Electronics and miscellaneous electrical 
equipment 

Ergonomics 

Exhibitions 

Floor coverings 

Furniture 

Graphics 

Heating and ventilation 

Hospital design and equipment 

Hotels 

industrialised building 


Interiors 

Jewellery 

Leading articles 

Lighting fittings 

Machinery 

Materials and finishes 

Mechanical handling equipment 

Musical instruments 

Office equipment 

Overseas (wherever possible, overseas 
subjects are indexed under the appropriate 
country) 

Personal requisites 

Photographic equipment 

Radio and television 

Safety 

Scientific and medical equipment 

Shopfitting 

Souvenirs 

Sports equipment and toys 

Standardisation 

Street furniture 

Tableware 

Textiles 

Tools 

Trade 

Transport 

Travel goods 

Wall coverings 


Individual subjects within these categories are printed in Roman letters, and any 
subdivisions of these subjects are indented and printed in /talics. 

In each reference the first figure gives the issue number, the following /talic figure 
the page number within that issue: thus 223/23 is issue number 223 (July 1967) 


page 23. 


Designing for Power 224/40-47 

Exit signs 223/27 

House design, problems of moving furniture in 
227/19 

London Zoo, new mammal house 225/54—55 

Mural design, letter 224/63 

On from Habitat: the design of urban environments 
in relation to industrial building methods 
226/45-—49 

Psychology and Design 223/35—47 

Railway station in Helsinki 226/36 

Safety in the Home, Ministry of Housing Design 
Bulletin 227/20 

The Spiral of Slovenliness Takes Over 228/20 


Student Centre in Helsinki 226/38-39 

Spoilers and preservationists 228/27 

Systematic design methods symposium 
Portsmouth College of Technology 228/24 

Systematic Methods in Environmental Design 
228 /44—47 

Ten Years of Civic Action 224/20: 

Town and Around Exhibition at Design Centre 
223/65 

Trying to Design the Future 225/35-39 ; 226/25 

Village development at New Ash Green 227/20 

Waterloo roundabout sunken pedestrian 
concourse 225/21 ; 228/67 

Water storage tanks 227/54 





AUSTRALIA 

Bell-tower competition to mark the jubilee of the 
founding of Canberra 228/23 

Sebel Design Award 226/23 
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BELGIUM 

British design exhibition at Belgian Design Centre 
228/23 

Slide projector 224/54 

BUILDING FITTINGS 

Blind of pleated paper 224/57 

Door closer 225/58 

Double glazing system 227/53 

Sanitary 
The Birth of a Bath 227/32-35 
Lavatory equipped with foot peda/ 223/20; 227/65 
Meridian Two range 228/60 


Cc 


CANADA 

Crowd Scenery at Expo 224/22-36; 226/67 

Turbo-jet train running between Toronto and 
Montreal 223/25 

CLOCKS AND WATCHES 

Cube clocks of perspex 223/59 

CoID ACTIVITIES 

Advisory committee to examine the use of colour 
in manufactured products statement 227/77, 
36-38 

Annual report 226/24 

Belgian Design Centre exhibition of British design 
228/23 

Fook review, paperbacks Living Rooms and 
Storage 228/63 

British Poster Design Awards 223/65 

Builders’ merchants training course 226/25 

Czech design exhibition 225/44 

Design Awards, capital goods section selection 
panel 225/25 

Design Centre 
First major exhibition in Birmingham at Lewis's Ltd 
225/25 
Home Lighting Week 226/55 
Town and Around exhibition 223/65; 225/23 

Design Index, letters 228/67 

Design in Engineering conference 224/27 

Designing Interiors conference 227/27 

Design relations with GPO 223/32 

Executive editor appointment 228/24 

industrial Officer appointment 223/65; 226/25 

Lighting design competition sponsors 223/65 

Welsh souvenir competition 228/24 

Working party set up to recommend improvements 
in design education 223/22 

COLOUR 

CoID advisory committee to examine the use of 
colour in manufactured products statement 
227/17, 36-38 

Colour Co-ordination Applied to Materials 
227/39-42 

Colour -—the Missing Linkin Design Training 
227/17 

Co-ordinated Approach to Colour 227/36-38 

Design of school furniture and fittings, letter 
227/65 

COMMUNICATIONS 

River shipping radar 225/42 

Tape recorders 
Cassette types 226/67 
Portable lightweight 225/42, 65 

Telephone handset 225/43 

Telephone booths 223/32, 34; 224/33 

COMPETITIONS AND AWARDS 

Alcoa Student Merit Awards 225/34 

Automobile Association national award scheme 
223/65 

Bell-tower design to mark the jubilee of the 


founding of Canberra 228/23 

Braun Award 225/25 

British Poster Design Awards 223/65 

ColID Design Awards Capital goods section 
selection panel 225/25 

European Coal and Steel Community competition 
for industrialised building 223/50 

Glass feature for display in a reception area 224/62 

1G! wallpaper competition 228/24 

Interior design for maternity floor of London 
> ospital 224/62 

Letraset Graphic Student Award 228/58 

Lighting design 223/65 

Mechanical engineering competition 228/24 

National Outdoor Advertising Awards 223/65 

Queen's Award for Industry 225/25 

RSA bicentenary medal 224/62 

RSA industrial bursaries 223/22 

Rubberex car safety competition 223/65 

Sebel Design Award 226/23 

Starpacks 1967 awards 224/54 

Welsh souvenir competition 228/24 

Yale award 226/25 

CONSUMER PROTECTION 

Consumer Association's magazine Which ? tenth 
anniversary 226/19, 26-27 

CZECHOSLOVAKIA 

Pace Setting in Czechoslovakia 225/40-48 


DENMARK 

Chaise-longue 224/57 

Design Centre opened in Copenhagen 224/56 

DESIGN REGISTRATION 

Johnston Committee recommendations 223/22; 
225/67 ; 226/67 

DESIGN THEORY AND PRACTICE 

The Aesthetic Mystique; an American View on 
Bogus Design 227/78 

All Things More Bright and Beautiful 228/79 

The Birth of a Bath 227/32-35 

Book reviews 
The Hidden Order of Art, A study in the Psychology 
of Artistic Imagination 228/63 
Industrial Design and the Community 226/65 
Zeitgemasse Form (Industrial Design 
International) 224/58 

The Cost of Industrial Design 227/43-47 

Defining definitions, letter 223/67 

Design Innovations by Students 995 /32-34 

Engineering Conference in Engineering 224/27 

Foot controlled equipment neglect 223/20 

Noise reduction as part of design brief 22: 27 

Order and disorder, conference at Aspen 225/27 

The Place of Design in the Marketing Programme 
225/49-51 

Psychology and Design 223/35-41 

Public Purchasing and All That Stems From It 
224/19 

Rotary control knobs 225/33 

Systematic Methods in Environmental Design 
228 /44—47 

Trying to Design the Future 225/35-39 ; 226/25 

Value analysis, letter 224/63 

DOMESTIC EQUIPMENT 

Citrus juicer 224/54 

Cornish kitchenware storage jars 225/59 

Electric deep fryer 228/54 

Electric juice extractor, grater and shredder 226/40 

Foot controlled equipment neglect 223/20 

Metric kitchen range 227/54 

Rubbish bins 226/60 

Sewing machine 228/54 

Storage system 225/58 

Telescopic airer 223/60 

Tin tray 223/60 


E 
EDUCATION 


Art schools incorporation into polytechnics 
225/20; 226/20; 227/65; 228/67 

Book review 
The Industrial Training Yearbook 1967 228/65 

Colour - The Missing Link in Design Training 
227/17 

Engineering designers training, letter 226/67 

SIAD’s student teach-in Education-Vocation 
DipAD 223/19 

University status for Royal College of Art 226/27 

Working party set up to recommend improvements 
in design education 223/22 

EIRE 

An Experiment for Industry in lreland 224/48-57 

Kilkenny Design Workshops Ltd 224/48-51 ; 225/64 

ELECTRONICS AND MISCELLANEOUS 
ELECTRICAL EQUIPMENT 

Medical ultrasonic equipment research 226/23 

SSC100 Controller, industrial control instrument 
227/45 

ERGONOMICS 

Baths 227/34 

Commercial vehicles driver comfort study 226/57 

Power station control 224/46 

Psychology and Design 223/35-—47 

Relationship with industrial design 225/19 

EXHIBITIONS 

Artists and Architecture 67 227/22 

Atlas Goes Inter-city 227/60 

Contemporary Home, Ljubljana 227/27 

Design and purpose in world exhibitions, paper by 
Theo Crosby to RSA 228/23 

Expo '67, World Fair, Montreal 224/22-36 

Display: Arborite Ltd stand for Building 
Exhibition 227/67 

Hornsey College of Art/Ideal Home magazine at 
Heal’s 223/63 

Hospital Equipment and Medical Services 223/23 

International Construction Equipment 226/24 

Letraset Graphic Student Awards 228/58 

Lightshow 223/65 

Live in a Light House 226/56 

Milan Triennale 223/65 

National exhibition centre proposal 228/22 

Osaka World Fair 223/65 

Pottery of Lucie Rie 226/52-53 

Sweden’s Glass and China Merchants 
Association Jubilee Fair 225/25 

RSA industrial bursaries competition winning 
designs 223/22 

Swedish Industrial Art Fair 225/25 

Town and Around at Design Centre 225/23 


F 


FINLAND 
Finland Reaches her Fifty 226/35-—44 
New range of furniture exhibited at Vasa 224/55 
FLOOR COVERINGS 
Axminster Capital Contract range 227/62 
British Carpet Centre opened in London 226/24 
Rugs 225/45; 226/35 
FRANCE 
Aerotrain 223/30 
CEl-Raymond Loewy designs 228/54-55 
Safege monorail 223/28-29 
FURNITURE 
Built-in fire surrounds range 225/60 
Children’s corrugated fibreboard range 228/57 
Cost of modern designs, letter 228/67 
Domestic 
Chaise-longue 224/67 
Dining and bedroom in Magnum 500 range 228/59 
Do-it-Yourself Furniture 225/26-31 
Easy chair and ottoman in Trawden range 223/60 
Fun furniture cushions 225/62 
Furniture moving into new houses problems 227/19 
Occasional tables 224/56 
Plastics easy chairs without arms 225/63 
Prototype wall seat 226/47 





Range based on single mass produced units 228/55 
Seating system of chairs and tables 227/60 
Side-board 226/36 
Sofa, easy chair and table cum storage unit 227/60 
Storage wall system 224/56 
Toytidy box 225/62 
Trolley, tambour screen and white opal glass vase 
226/36 
Tub chairs 226/59 

Office 
Context system of partitioning, storage units, 
Desks and ancillary fittings 225/52-53 
Flexible seating system 224/55 
Perrings at the Crossroads 227/55-57 
Secondary school furniture 226/28-34 
Seating for electric locomotive driver 225/47 
Stacking chairs 225/61 ; 226/22, 58; 228/67 


G 


GRAPHICS 
Book reviews 
Corporate Design Programs 228/63 
Design Co-ordination and Corporate Image 228/63 
Carrier bags 228/57 
Constructions in card 228/56 
Exit signs 223/27 ; 225/67 
Expo '67 224/32 
House style 
Carry-home packaging 228/58 
Coles of Burton Latimer 225/59 
Cornish kitchenware 225/59 
Newhome Paints Ltd gallon paint tin 224/53 
Quaker Oats cereal packet 228/54 
Illustrating Children’s Books 228/38-43 
Letraset Graphic Student Awards 228/58 
Postmark slogans 223/23 
Symbols 
Central Electricity Generating Board 224/47 
Typography 
Asymmetric Typography book review 226/63 
Obituary of Stanley Morison 228/22 
Type information service established by 
Soldans Ltd 227/22 
Working Party on Typographic Teaching 226/25 


H 


HEATING AND VENTILATION 

Peak electric storage radiators 227/54 

Flames Without a Fire 228/25-27 

HOSPITAL DESIGN AND EQUIPMENT 

Bedside locker 223/23; 226/67 

Equipment and Medical Services Exhibition 223/23 

Report Landscape Architecture for New 
Hospitals 226/27 


INDUSTRIALISED BUILDING 
Aspen design conference discussions 225/27 
INTERIORS 
Book reviews 
Decorative Art in Modern Interiors 1967 226/63 
English Style 228/65 
Great Interiors 228/65 
Living Rooms and Storage 228/63 
ITALY 
Lighting fittings 226/57 
Traffic problem in Florence 227/19 


J 


JAPAN 
Tokaido rail express 223/25-26, 30; 225/67 


2 , 


LEADING ARTICLES 
A Cuckoo in the Design Nest 225/19 


All Things More or Less Bright and Beautiful 228/79 

Colour - the Missing Link in Design Training 
227/17 

Educationists on the Tight-Rope 223/19 

Public Purchasing and All that Stems from it 224/19 

Which way now for Which ? 226/19 

LIGHTING FITTINGS 

Downlighter 226/57 

Fittings in amusement park at Expo '67 224/33 

High intensity lamp 226/56 

Mobile exhibition in railway coaches 227/60 

Outdoor fittings 226/54 

Pendants with double shades 226/42 

Spotlight 226/57 

Tungsten iodine 750 watt 227/30 


MACHINERY 
Cynform high precision measuring machine 225/32 
Horizontal boring mill 225/48 
Laminating machine 228/67 
Safety guarding system 224/53 
Soviet designs 228/29-32 
The Safe Design of Guillotines 223/42-46 
MATERIALS AND FINISHES 
Glass 
Christmas tree ornaments 225/44 
Finnish glass industry 226/43 
Perspex rings and necklaces 223/55 
Plastics 
Bellamine mouldings 224/56 
Selectabox which explains the characteristics of 
eight thermoplastics 227/54 
MUSICAL INSTRUMENTS 
Designs on Music, redesigning the instruments, 
letters 223/67 
Music engraving, letter 224/63 
String design and development, letter 224/63 


NORWAY 
Kitchen pans 226/60 


oO 


OFFICE EQUIPMENT 
Electric typewriter design by computer 224/53 


Pp 


PERSONAL REQUISITES @ 
Bathroom scales 227/53 
Gas table lighter 224/54 
Jewellery 
Craftsmen in modern jewellery 228/33-37 
Czech pendant and bracelet 225/46 
Paper ear-rings 223/55 
Perspex rings and necklace 223/55 
Rolled gold wire 223/54 
Silver with handmade insets 223/54 
PHOTOGRAPHIC EQUIPMENT 
Auto zoom movie camera 226/23 
Focus finder 223/56 
Microfilm viewer 228/67 
Movie camera 223/58 
Pump for pumping corrosive solutions 225/46 
Television cameras 225/40-42 


RADIO AND TELEVISION 

Coloured television sets 226/59 

Portable transistorised radio 225/42 

Pye’s Television Equipment for the 1970s 
228/51-53 

Temporary television studio 225/47 


SAFETY 

Guarding system for machines 224/53 

Ministry of Housing Design Bulletin, Safety in the 
Home 227/20 

Motor cars with shock absorbing steering column 
226/22 

Railway train doors, letter 223/67 

Rubberex car safety competition 223/65 

Testing Car Design for Safety 226/50-57 

SCIENTIFIC AND MEDICAL EQUIPMENT 

Hand brace for victims of hand paralysis 225/34 

Measuring gauge used for controlling roller- 
bearing parts 225/48 

Medical ultrasonic research 226/23 

Portable cardiograph 227/44 

The Cost of Industrial Design: Case 1 - 
redesigning medical equipment 227/43-45 

SHOPFITTING 

Extension to quality furniture shop of Amos 
Reynolds in Sutton 223/48-49 

Habitat shop opened in Manchester 227/30 

SOUVENIRS 

Welsh souvenir competition 228/24 

SPORTS EQUIPMENT AND TOYS 

Cyrilawn, plastic simulated grass 223/27 

Educational building set 225/44 

Geodetic marquee 228/58 

Kite of ethafoam 225/34 

Toymakers of Britain 227/23-24 

And some of their toys 227/25-29 

Toys safety code, British Standard revision 226/22 

STREET FURNITURE 


. Railway crossing gate 225/34 


Road signs, letter 224/63 
SWEDEN 
industrial Art Fair 225/25 


+ 


TABLEWARE 

Blown lead crystal glass 225/45 

Cutlery: Czech design 225/45 

Dartington glass range 225/64 

Earthenware coffee or tea set 227/67 

Earthenware dinner and coffee service 226/43 

Glass: Anglo-Swedish handmade glass by 
Dartington Glass Ltd 224/67 

Glazed earthenware bottles and vases 225/46 

Plastics: Toddler’s feeder set 225/62 

Porcelain: Royal Worcester fireproof range 223/57 

Pottery: Traditional patterns by William Adams 
and Son 223/57 

Silverware: Kilkenny Design Workshops range 
225/64 

Stainless steel teaset 227/46—47 

Tankards with designs based on early 19th century 
prints 228/57 

TEXTILES 

Curtain fabric in Courtelle 223/58 

Cushion sets 223/67 

Gift pack of hand-woven tweed and knitting wool 
223/58 

Jaquard fabric in eight colourways 226/40 

Screen printed cottons 227/63 

Textured upholstery fabrics 227/63 

Two colour sheet and pillowcases 223/56 

TOOLS ' 

Flame spray gun for applying metal 227/67 

Garden tools 228/60 

Hand saw and woodsaw 225/47 

Leather-stretching tongs for use in shoe 
manufacture 225/47 

Pneumatic hand tool for tightening and loosening 

‘ metric nuts 225/48 

Pneumatic road drills noise reduction 225/27 

Welding blowpipe receives Sebel Design Award 
226/23 





TRADE 

Best of Britain Week, USA 223/63 

Exports: Are British Designers Being Harnessed 
to Exports 228/27 

National exhibition centre proposal 226/22 

TRANSPORT -air 

Entertainment units in passenger areas of planes 
225/60 

TRANSPORT -rail 

By Rail to the Future 223/24-31 ; 295/67 

Diesel-electric locomotives 225/43 

Hovertrain 223/30 

Monorail developments 223/28-29 . 226/67 

TRANSPORT -road 

Siden StaRRear 223/29-30 

Alex Moulton amalgamation with Raleigh 
Industries 225/22 

Book review, Buses, Trolleys and Trams 228/65 

Soviet designs 228/29-37 

Testing Car Design for Safety 226/50-57 


Vauxhall saloon with shock absorbing steering 
column 226/22 

TRANSPORT - sea 

Hovercraft Designing Interiors for SR.N4 227/48-55 

Mirror 16 do-it-yourself sailing dinghy 223/51-53 

Motor cruiser Dell Quay 224/37-39 

Portable, collapsible sailing boat/diving platform 
225/34 

TRAVEL GOODS 

Cases of Helia vinyl 223/56 


U 


USA 

The Aesthetique Mystique: an American View on 
Bogus Design 227/178 

Alcoa Student Merit Awards 225/34 

Pavilion at Expo '67, Montreal 224/24, 27 

StaRRecar development 223/29, 224/27 


Turbo-jet trains development 223/25-37 

Water storage tank 227/54 

USSR 

Design in the Soviet Union 228/28-32 

Exhibition to celebrate 50th anniversary of 
October revolution 227/22 


Ww 
WALL COVERINGS 
Tiles with matching fashion fabrics 225/63 


Vinyl collection 227/62 
Wallpaper 225/63 


Y 


YUGOSLAVIA 
Ljubljana shop to promote good design 227/27 





A 


Aalto, Aino: hammock 224/55; pressed, domestic 
and catering glass 226/43 

Aalto, Alvar: Finnish architecture 226/36, 47: 
trolley, tambour screen and white opal glass 
vase 226/36 

Aarnio, Eero: plastic Globe chair 226/43 

Abbatt, Paul and Majorie: toys 227/25, 26 

Ackroyd, Elizabeth: director of the Consumer 
Council 226/26; caravan design, letter 227/65 

Acrylic Products: cube clocks of perspex 223/59 

Adams, William: china, traditional patterns 223/57: 
earthenware china range 227/67 

Adamsez Ltd: Meridian Two bathroom range 228/60 

Affleck, Desbarats, Dimakopoulos, Lebensold, 
Sise: pavilions at Expo '67 224/67: Architects of 
Place Bonaventure, Montreal 224/23 

Agnew, Kenneth: Rotary Control Knobs 225/33 

Ainsworth, Ruth: illustrations for book in Woods 
and Fields 228/39 

Airfix Products Ltd: toy output 227/24 

Aitken, Valentine: jewellery 223/54 

Albericci, Peter: Rubberex car safety competition 
winner 223/65 

Albers, Josef: glass etching 226/63 

Albinson, Don: stacking chair 226/58 

Alecto Gallery: new gallery opened in London 
225/24 

Alexander, Christopher: San Francisco Bay Area 
Rapid Transit System station advisor 223/37: 
Aspen design conference speaker 225/27 

Allanson, N. S.: change of address 228/24 

Allied Industrial Designers: consultant 
appointment 228/24 

Allied lronfounders Ltd: The Birth of a Bath 
227/32-35 

Allom Heffer & Co Ltd: light fittings 226/56, 57 

All-Union Scientific Research Institute for 
Industrial Design: British Council delegation 
visit 228/29 

Allwood, John C: Ontario pavilion at Expo ’67, 
letter 226/67: permanent address 227/22 

Amaya, Mario: Art Nouveau, book review 224/58 

Ampex Corp: Portable tape recorder 225/65 

Andrews, John: prefabricated timber roof at Expo 
'67 224/26: architect of Africa Place at Expo ’67 
224/34 

Ankeny, Eugene: photographs 223/47 


DESIGN 1967 223-228 


CREDITS INDEX 


including names of authors, manufacturers, suppliers, retailers, etc 


Apponyi, Anthony: furniture Chicago range 227/60 

Aram Designs Ltd: stacking chair 225/67 

Arborite Co (UK) Ltd, The: stand for Building 
Exhibition 227/67 

Archer, L. Bruce: safety hazards in industry list 
223/45: symposium on systematic design 
methods in architecture, Portsmouth 228/24 

Architects’ Design Group: West Burton Power 
Station 224/43 

Architectural Association: officers and Council 
election 223/65: Centre for Advanced Studies in 
Environment started 227/27 

Architectural Lighting Ltd: lighting fittings 226/57: 
tungsten iodene 750 watt lightings 227/30 

Ardizzone, Edward: illustration for children’s book 
228/42 

Armengol, Mario: Britain and the World display for 
British pavilion at Expo '67 224/29 

Armitage, Robert E: architect of Maine pavilion at 
Expo '67 224/34 

Armstrong, D. S.: linear motor propelied monorail, 
letter 226/67 

Armstrong, Derrick: Letraset Graphic Student 
Award 228/58 

Arnott, Jerry: auto zoom movie camera receives 
Sebel Design Award 226/23 

Artek; hammock 224/55 

Arthur and Associates, Paul: graphics for Expo '67 
224/32 

Ashford, Fred: ColID Awards selection panel 
member 225/25: The Cost of Industrial Design, 
Case 1 -redesigning medical equipment 
227/43-45 

Ashmore and Wilkes: British Rail turbo-jet design 
223/25 

Ashton Products: toytidy box 225/62 

Ashworth, J. L.: full time member of the Central 
Electricity Generating Board 224/47 

Ashworth, Robbie, Vaughan and Williams 
Schoeler: Canadian pavilion at Expo '67 224/24 

Associated Chambers of Manufacturers of 
Australia: members on judging panel of Sebel 
Design Award 226/23 

Association for Science Education: report Storage 
of Apparatus 226/32 

Association of Societies of Art and Design: 
development of London headquarters 225/25 

Atherton, J.: ColID Awards selection panel 
member 225/25 


Atlas Lighting Ltd: ceiling mounted light 226/55: 
outdoor light fittings 226/54 

Auger, Boyd: Gyrotron mystery ride at Expo ’67 
224/33 

Aulenti, Gae: architect of Olivetti’s new Paris 
showroom 228/48-49 lamps 228/49 

Aung, Harry: architect of Burma pavilion at Expo 
'67 224/34 

Automobile Association: national award scheme 
silver medals 223/65 
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Bachstrém, Olof: stainless steel travelling picnic 
flatware and cutlery 226/42 

Baden-Powell, Francis: Architectural Association 
vice-president election 223/65 

Bagasse Products Co Ltd: Bellamine mouldings 
224/56 

Bahco-Condrup Ltd: Norwegian kitchen pans 
226/60 

Bailey, Dennis: Letraset Graphic Student’ Award 
judging panel 228/58 

Baker, Geoffrey: toy Noah’s Ark 227/29 

Baker, Jeremy: photograph 224/26 

Baker, Jim: elected to committee of Designers and 
Art Directors Association 227/22 

Banham, Reyner: contributor to Zeitgemasse Form, 
book review 224/58 

Banner, Angela: illustrations for book Ant and Bee 
and the ABC 228/40 

Barbee, Ernest: photograph 224/27 

Baronic, Garatti and Da Costa: Cuban pavilion at 
Expo '67 224/26, 37 

Barrett, Derek: Tinling Printing Group design 
manager appointment 225/25 

Bartlett, K. L.: entry for European Coal and Steel 
Community competition on industrialised 
building 223/50 

Batchelor, E. A.: lavatories with foot operated 
flushes, letter 227/65 

Baxendale, Roy: photographs 227/32, 35 

Baybars, Kristin: decorative indoor lighting 226/55: 
soft toys 227/26 

Bayley, Robert: information secretary of SIAD 
appointment 225/25 

Baynes, Ken and Kate: Industrial Design and the 
Community, book review 226/65 

BEA: design survey 225/25 





BEI Steiner: packaging 228/58 

Beadmore, Robert: hand brace for victims of hand 
paralysis 225/34 

Beams and Kaye: stand for Building Exhibition 
227/67 

Bard, Ruth: pullalong wooden horse 227/27 

Beatson Stevens Associates: British Columbian 
pavilion at Expo '67 224/26: architects of Western 
Provinces pavilion at Expo '67 224/35 

Beck, Frances: jewellery 228/34 

Beck, R. H.: consultant to Allied Industrial 
Designers appointment 228/24 

Belik, V.: tram 228/37 

Bell, Stephen: new mammal house at London Zoo 
225/54-55 

Belling & Co Ltd: coal-effect fires 228/25 

Bellinger, Sir Robert: Letraset Graphic Student 
Award exhibition opened 228/58 

Belokopitov, A.: semi-automatic grinding machine 
228/32 

Bendell, G.: use of colour in schools, letter 227/66 

Bennett, Roger: tub chairs 226/59 

Bennett, Susan, executive editor of DESIGN 
appointment 228/24 

Benson, John: Pye’s Television Equipment for the 
1970's 228/50-53 

Beresford Evans, J.: coal-effect fires criticism 
228/26 

Berman, Monty: formation of Form International as 
subsidiary of Knoll International 224/67 

Bernadotie, Count Sigvard: elected president of 
Society of Swedish Industrial Designers 224/62 

Berry's Electric Magicoal Ltd: coal effect fire 228/26 

Bertin & Cie: hovertrain 223/30 

Best, Gordon: symposium on systematic design 
methods in architecture, Portsmouth, speaker 
228/24 

Bethel, David: course at Coventry College of Art 
222/59: Art and Rationalisation: a second 
opinion 226/20 

Bickerton, Ken: new looks for products and 
packaging for Edward Elwell Ltd 224/52: graphics 
consultant to Spearwell Tools 225/24 

Bill, Max: sculpture at Expo '67 224/32 

Birch, Robert: Axminster carpet design 227/62 

Birdsall, Derek: elected to committee of Designers 
and Art Directors Association 227/22 

Biro, Tom: photographs 226/37 : 228/33, 57 

Bissett-Powell, Michael: common room interior at 
J. Walter Thompson offices 226/58 

Black, Professor Misha: speaker atICSID congress 
in Canada 224/62; art schools incorporation into 
polytechnics, letter 228/67 

Black, Bayes and Gibson: architects of London 
Zoo’s new mammal house 225/54-55 

Blake, John E: A co-ordinated approach to colour 
227/36-38 

Blake, Dr L. R.: taxi-train 223/30 

Blake, Patrick: photograph 225/57 

Blake, Quentin: children’s book illustrations 228/40 

Biomstedt, Aulis: architect of housing scheme in 
Helsinki 226/37 

Blyth, Ernest: jewellery 228/34 

Board of Trade: Belgian Design Centre exhibition 
of British design 228/23 

Bodley Head: English Style, book review 228/65 

Booth, E. S.: full-time member of the Central 
Electricity Generating Board 224/47 

Booth-Clibborn Edward: foreword to Design and 
Art Direction 67, book review 224/59: retirement 
aschairman of the Designers and Art Directors 
Association 227/22 

Borka: jewellery 228/34 

Bostrom Mfg Co Ltd: Viking suspension seat 
227/51 

Boswell, James: illustrating children’s books 
228/38—43 

Bovril Group: new offices at Enfield 225/67 

Boyd, Robin: architect of Australian pavilion at 
Expo '67 224/34 


Boyden, Frederick H.: marketing of Spearwell Tools 
225/24 

Brades Skelton and Tyzak: merger into Spearwell 
Tools 225/24 

Bradley and Co: telescopic airer 223/60 

Bradshaw, Christopher: working party on typo- 
graphic teaching conference speaker 226/25 

Brain & Co Ltd E.: subsidiary Coalport China 
takeover by Wedgewood and Sons Ltd 225/24 

Bramah: stainless steel teaset 227/46-—47 

Braniff Airlines: airline service 227/49 

Branton, P.: Designing Interiors conference 
speaker 227/27 

Braun AG: citrusjuicer 224/54: gas table lighter 
224/54: international design award 225/25 

Britain, Dennis: campaign against Hong Kong 
piracy of British toy designs 227/23 

BAC: Cynform high precision measuring machine 
225/32 

British Carpet Centre: opened in London 226/24 

British Colour Council: board of management 
appointment 226/25 

British Compressed Air Society: noise made by 
road drills research 225/27 

British Hovercraft Corporation Ltd: Designing 
Interiors for SR.N4 227/48-55 

British Lighting Council: Home Lighting Week at 
The Design Centre 226/55, 56 

British Rail: electrification programme 223/25: 
turbo-jet train project 223/26 

British Rail Hovercraft Ltd: Designing Interiors for 
the SR.N4 227/48-55 

British Standards Institution: Consumers’ 
Advisory Council 226/26: co-ordinated range of 
paint colours 227/17, 36-38; 227/66: exit signs 
223/27; 225/67: furniture and appliances 
dimensions proposals 227/19: safety code for 
toys 226/22: Lighting Code of Practice (Street 
Lighting) 223/65 

Broadbent, Geoffrey: symposium on systematic 
design methods in architecture, Portsmouth 
speaker 228/24 

Broadioom Carpets Ltd: Exminster Capital Con- 
tract range 227/62 

Bronowski, Dr Jacob: Aspen design conference 
speaker 225/27: ICSID Congress in Montreal 
lecturer 224/62; 227/27 

Brookes, Ronald E: product designer for GPO 
223/32 

Brown, Edmund G.: strings for musical 
instruments, letter 224/63 

Brown, Jake: Cooking the Metric Way 227/54 

Brown, Lord: speech on opening RSA industrial 
bursaries competition exhibition of winning 
designs 223/22 

Brown, Ralph: A Personal View: art and 
rationalisation 225/20; 226/20; 227/65 

Browne, Ruthe: textile director of Forme 
international 224/67 

Brown, Sir Stanley: chairman of the Central 
Electricity Generating Board 224/47 

Brown, Tom: project manager for Nuclear 
Enterprises (GB) Ltd appointment 226/23 

Brummer, Arttu: glass designs 226/43 

Bruna, Dick: children’s book illustrations 228/39 

Brunning, Malcolm: jewellery 228/36 

Brush Electrical Engineering Co: taxi-train 223/30 

Bryan, Arthur: take-overs by Wedgwood Group 
225/24 

Bryant, George: Student Centre in Helsinki 226/38- 
39 

Bucknell, Barry: structural stitch-and-glue system 
223/51, 52 

Budd Co, USA: 50 self-propelled passenger cars 
223/25, 28 

Building Centre: builders’ merchants training 
course 226/25 

Building Design Partnership: power station design 
224/43 

Building Research Station: colour research for 


building designers 227/36, 39, 40, 41; Noise made 
by road drills research 225/27 

Burgot Automatic Alarms Ltd: consultant designer 
appointment 225/25 

Burningham, John: illustration for children’s book 
228/42, 43 

Bute Looms Ltd: gift pack of hand-woven tweed 
and knitting wool 223/58 

Butier, Pauline: Lazy Daisy tin tray 223/60 
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CE!l-Raymond Lowey: American Vigour, French 
Flair 228/54—55 

Cambridge Instrument Co Ltd: portable cardio- 
graph 227/44 

Cambridge Seven Associates: display for US 
pavilion at Expo '67 224/27 

Cameo Corner: jewellery 228/34, 36 

Cameron, Dugald: The Cost of Industrial Design: 
case 2— housing a control instrument 227/45-46: 
medical ultrasonics products 226/23 

Canadian National Railways: turbo-jet train 223/25 

Caplan, Ralph: speaker at ICSID congress in 
Canada 224/62 

Capponl Professor Daniel: speaker at iICSID 
congress in Canada 224/62; 227/27 

Caps Equipment Ltd; microfilm viewer 228/67 

Carmichael, Alexander: miracle of fire quote 228/25 

Carpet Manufacturing Co Ltd: Debron bri-nylon 
floor covering 227/47 

Carr, Richard: By Rail to the Future 223/24-37; 
225/67: A New Breed of Cruiser 224/37-39: 
Photographs 224/38-39 ; 227/50: The Birth ofa 
Bath 227/32-35: Designing Interiors for SR.N4 
227/48-55 

Carter, David: mobile storage unit 225/37: upper 
unit and room divider 225/37: work on overhead 
transmission for Electricity Council 224/47 

Carter, R. L.: range of built-in fire surrounds 225/60 

Carter (Sales) Ltd, Gordon: double glazing system 
227/53 

Carter Tiles Ltd: textured surface tiles 227/47 

Cartlidge, Barbara; jewellery 228/33, 36 

Castle, Barbara: British Rail technical centre, 
Derby opened 223/26: support for taxi trains 
223/30: Cars for Cities report 224/27 

Caulfield, Patrick: work published by Edition 
Alecto 225/25 

Central Electricity Generating Board: Design for 
Power 224/40-47 

Central Office of Information: Design Centre 
exhibition of British design 228/23 

Centre for Advanced Studies in Environment: 
established by Architectural Association 227/21 

Chaddock, Professor D. H.: ColID Awards 
selection panel member 225/25 

Chad Valley Co Ltd: range of toys 227/24 

Chadwick, Lynn: sculpture at Expo '67 224/32 

Chamberlain, T. H.: cost of modern furniture, letter 
228/67 

Chapman, Nigel: resignation as ColD industrial 
officer 223/65 

Cheese, Brenda: soft toys 227/26 

Cheetham, Colin R.: Burgot Alarms Ltd design 
consultant appointment 225/25 

Cheetham, Dennis: resignation from DESIGN 
magazine 225/25; 228/24: book review Industrial 
Design and the Community 226/65 

Civic Trust: Ten Years of Civic Action 224/20: 
Design Centre 223/65; 225/23 

Clark, Paul: packaging 228/58 

Clayton Dewandre Co Ltd: AA silver medal award 
223/65 

Coach House Toys: steamroller 227/28, 29 

Coalport China: take-over by Wedgewood and 
Sons Ltd 225/24 

Coles of Burton Latimer: house style 225/59 

Collen, Eileen; silversmith for Kilkenny Design 
Workshops Ltd 224/57 





Collins, David: Letraset Graphic Student Award 
judging panel 228/58 

Colombo, Joe: chair 228/55 

Coloroll: carrier bags 228/57 

Combex Ltd: toy output 227/23 

Compendium Gallery, Birmingham: exhibition of 
work of Shirley Frost 223/54 

Conder, Neville: telephone kiosk 223/32 

Conran & Co Ltd: Context system of office storage 
units, desks and ancillary fittings 225/52: 
Habitat shop opened in Manchester 227/30 

Conran Design Group: contract with US firm of 
Macy’s 223/63: MFD monorail transport system 
223/29: make-up box 223/59: common room 
interior at J. Walter Thompson offices 226/57: 
Habitat shop, Manchester 227/30 

Conran, Terence: contract with US firm of Macy's 
223/63 

Consort Built-In Furniture: range of buiit-in fire 
surrounds 225/60 

Constable G. E. P.: SSC 100 Controller 227/45 

Consumer Association: magazine Which ? tenth 
anniversary 226/79, 26-27 ; 228/67 

Consumer Council: working party set up to 
recommend improvements in design education 
223/22: furniture questionnaire 225/28: report 
Living in a Caravan 225/22; 227/65 

Coo, Michael: Axminster carpet design 227/62 

Cooke, Hume D.: Industrial Design (Engineering- 
Transport) Coventry College of Art appointment 
227/22 

Coombe, N. L.: power station furniture design 
224/46 

Corbett, Jennie: children’s book illustrations 
228/39 

Cornelius Sampson and Associates: water storage 
tank, California 227/54 

Connell University, USA: application of an 
automatic car hire system study 224/27 

Coss, Richard: art director of CEl-Raymond 
Loewy 228/54 

Council for National Academic Awards: criteria 
for absorbtion of smaller art schools into 
technical colleges 225/20; 226/20 

Council for the Preservation of Rural England: 
appeal for funds 228/27 

Counties Furniture Group: rationalised ranges for 
use in secondary schools plan 226/30-37 

Cowen, Andrew: flexible seating system 224/55 

Cox & Co (Watford) Ltd: AA silver medal award 
223/65 

Craft, Peter: ergonomic research into power 
station control panels 224/46 

Craft Gallery: jewellery 228/36 

Crafts Centre: jewellery 228/36 

Cressionniéres, Josine des: elected secretary 
general of ICSID 227/27: exhibition of British 
design at Belgian Design Centre 228/23 

Crittall Manufacturing Co Ltd: Cadet greenhouse 
223/61 

Cronin, Felicia: photographs 225/52 

Crosby, Theo: display in British pavilion at Expo '67 
224/26, 29: photograph 224/30: report on design 
conference at Aspen 225/27; paper on design 
and purpose in world exhibitions to RSA 228/23 

Crown Luggage Co: Geneva range of cases 223/56 

Cubr, Frantisek: display in Czech pavilion at Expo 
'67 224/26, 35 

Cuffley, John: pottery tankards 228/57 


Danish Society of Industrial Design 
Design Centre: Copenhagen supervision 224/56 
Dansk Designs: showroom opened in London 
224/54 
Darling, George: Johnston Committee 
recommendations of design protection 223/22 
Dartington Glass Ltd: first range 225/64: handmade 
glass 224/67 


Darwin, Robin: university status for Royal College 
of Art 226/27 

Davenport, Tarby: the Pottery of Lucie Davenport 
226/52-53: Craftsmen in Modern Jewellery 
228/33-37 

Davidson, Brenda: flowered cotton pig 227/27 

Davies, David: ColD Industrial Officer appoint- 
ment 223/65 

Davies, John: Letraset Graphic Student Award 
judging panel chairman 228/58 

Davis, Dennis: display manager for Perring 
Furnishing Ltd 227/56 

Day, Robin: Forum table 224/56 

Dease, Rosalind: cushion set 223/67 

de Ferranti, Basil: interview 223/47: Design in 
Engineering conference speaker 224/27 

de Majo, W. M. Associates: consultant designer to 
Charles Letts & Co appointment 228/24 

Denis, E.; slide projector 224/54 

Dennett, Paula: perspex necklace 223/55 

Dennys, John: elected to Council of Architectural 
Association 223/65 

Denward Instruments Ltd: balance for usein 
schools 227/53 

Department of Education and Science: inquiry into 
what happens to students after taking DipAD 
223/19: design and development group 226/33: 
Plan for Polytechnics 225/20; 226/20; 228/67: 
colour research 227/47, 42: CLASP/JDP building 
development 228/24 

Design and Industries Association: project for the 
improvement of design education 223/22: 
chairman Rosamund Julius idea for future 225/23 

Design Research Unit: prototype steel house for 
Fifth Paris Biennale 225/25 

Designers and Art Directors Association of 
London Ltd: chairman elected 227/22 

Dixon, Peter J.: graphics for talc pack Starpacks 
award 224/54 

Dobbie, John: toy shop in Wimbledon 227/25, 28 

Dobson, Michael: toy construction kit 227/26 

Domus Designs Ltd: furniture Chicago range 227/60 

Donald, Professor lan: ultrasonic diasonograph 
development collaboration 226/23 

Donat, John: editor of World Architecture 4, book 
review 226/63 

Donovan, Peter: silversmith for Kilkenny Design 
Workshops Ltd 224/50 

Doubinski Freres: graphics for vehicle 228/54: 
range of furniture 228/55 

Dow Chemical Co: programme with six design 
schools and universities 225/34 

Duckett, Margaret: Finland reaches her fifty - 
National influences 226/35-37: influence of 
writing on design in Weekend Telegraph 228/19 

Duda, B.: cutlery 225/45 

Dunbar, Charles: Buses, Trolleys and Trams, 
book review 228/65 

Dunbar, Gavin: product manager for new bath 
227/33 

Dunphie, Major-General Sir Charles: resignation 
as chairman of Vickers Ltd 223/65 


Editions Alecto: artists whose work has been 
published 225/25 

Edwards, Peter: toytidy box 225/62 

Ehrenzweig, Anton: The Hidden Order of Art, 
book review 228/63 

Eijkelenboom, W.: architect of Dutch Pavilion 
Expo '67 224/30 

Eisenmeyer, Ernest: jewellery 228/36 

Ekco-Ensign Electric Ltd: name changed to Ekco 
Lighting Ltd 226/25 

Ekco Plastics Ltd: toddler’s feeder set 225/62 

Eksell, Olle: Corporate design programs, book 
review 228/63 

Electrical Light Fittings Association: lighting 
design competition 223/65 


Electricity Council: responsibility for general 
policy 224/37 

Ellwood, Craig: design conference at Aspen 
organiser 225/27 

Elna of Switzerland: sewing machine 227/54 

Elphick, Emma: hessian teddy bear 227/27 

Elvin, Rene: book review of Zeitgemasse Form 
(Industrial Design International) 224/58 

Elwell Ltd, Edward: garden tools 224/52: merger 
into Spearwell Tools 225/24 

Emmons, Donn: San Francisco Bay Area Rapid 
Transit System manual of architectural standards 
223/27 

Endt, Evert: art director of CEl-Raymond Loewy 
228/54 

ESA Ltd: Counties Furniture Group furniture 
production 226/37 

Eskolin-Nurmesniemi, Vuokko: printted cottons 
226/42 

Eurographic Ltd: Newhome gallon paint tin design 
224/53 

European Coal and Steel Community: competition 
for industrialised building 223/50 : 

Evans, D. K.: hospital bed 223/63 

Evans, Dorothy: vinyl walicovering 227/62 

Evans, Eldred: elected to Council of Architectural 
Association 223/65 

Evans of High Wycombe Ltd: tub chairs 226/59 

Evans, Taffy: industrial design unit Design Link 
formed 227/22 

Ewan Phillips Gallery: jewellery 228/35 
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Fairfield and Dubois: Ontario pavilion at Expo '67 
224/26, 31 

Fallover, Bill: D & AD Gold Award 224/59 

Farber, Patricia: string puppet clown 227/27 

Farmer and Dark: power station architecture 224/43 

Farr, Gillian: change of address 228/24 

Farr, Michael: defining definitions, letter 223/67 

Faugeron, Jean: French pavilion at Expo '67 224/25 

Feder, Claus: hovercraft interior 227/57 

Federation of British Industries: national 
exhibition centre proposal 228/22 

Federation of Danish Industries: Design Centre, 
Copenhagen supervision 224/56 

Feodorov, M. V.: member of USSR delegation 
visiting UK 228/29 

Ferro Enamals Ltd: vitreous enamal plaque 227/47 

Fether, Ben: Irish Ropes Ltd consultant director of 
design appointment 226/25 

Fidelis Furnishing Fabrics Ltd: range of screen 
printed cottons 227/63 

Finch, A. W.: founder of Irish Workshops 226/47 

Fiset, Edouard: chief architect of Expo ’67 at 
Montreal 224/24, 32 

Fiskars: electric juice extractor, grater and 
shredder 226/40: stainless steel picnic flatware 
and cutlery 226/42 

Fitch, Rodney: ColD exhibition in Birmingham 
225/25 

Fixi, V.: educational building sets 225/44 

Fleming, Allan: speaker at ICSID congress in 
Canada 224/62 

Fiéckinger, Gerda: jewellery 228/37 

Fiurscheim, C. H.: engineering designers training, 
letter 226/67 

Foa, Dr J. V.: ram wing vehicle 223/37 

Focus Designs Ltd: jewellery 223/54 

Fonteyn, Felix: photograph 225/57 

Ford Motor Co: computer role in design process 
228/47 

Foreman, Michael: illustrations for children’s 
books 228/42 

Form International: marketing an international 
range of furniture and fabrics 224/67 

Forsyth, Susan: An Experiment for Industry in 
ireland 224/48-51: A Co-ordinated Approach to 
Colour 227/36-38 
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Foster Transformers Ltd: electricity sub-station 
for South Western Electricity Board 224/45 

France, James: toy shop in Reading 227/25 

Francis, Owen: deputy chairman of the Central 
Electricity Generating Board 224/47 

Franck, Kaj: glass designs 226/43, 44 

Frost, H. & Co Ltd: coal-effect fire 228/26, 27 

Frost, Shirley: silver jewellery 223/54 

Frosterus, Sigurd: furniture designs 226/42: 
side-board of painted wood 226/36 

Fuller, R. Buckminster: American pavilion at 
Expo '67 224/24, 27 

Furniture Development Council: international 
>onference on computers and data processing 
226/24 

Furniture Industry Research Association: 
secondary school chair 226/37 


Galbraith, Professor G. K.: 1967 Reith Lecture 
quote 225/28 

Gallen-Kallela, Akseli: rug 226/35, 36, 47 

Galt, James & Co Ltd: Toys 227/25, 26 

Gane, Crofton: obituary 228/68 

Gardberg, Bertil: design director of Kilkenny 
Design Workshops Ltd 224/50 

Gardner, James: display in British pavilion at 
Expo '67 224/26, 28 

Gardner, J. Starkie: design department 
appointment 224/62 

Garland, Ken: cover design 227/15: photograph 
227/29: toy designs 227/25, 26 

Garner, John: photographs 226/28, 30-32, 34; 
227/42, 44 

Garrett Corp: gas turbine engines for 
self-propelled rail car 223/28 

Gate, Jane: photograph 226/52 

Gay, Leslie: toytidy box distributor 225/62 

Gemmill, Anthony: cube clocks of perspex 223/59 

General Aniline and Film Corporation (New York): 
new Subsiduary Sawyers (Europe) 224/54 

General Fire Proofing Co Ltd: metal stacking chair 
226/22; 228/67 

General Motors Corp: cars with shock absorbing 
steering columns 226/22 

GPO: postmark slogans 223/23: Red Letter Days 
for the Post Office 223/32-34 

Gentleman, David: commemorative stamps 223/67 

Gibberd, Frederick: power station designs 
224/42, 43 

Gibson, Natalie: screen printed cotton 227/63 

Gill, Bob: elected to committee of Designers and 
Art Directors Association 227/22 

Gilliat, Mary: English Style, book review 228/65 

Glacier Metal Co Ltd: design consultant appoint- 
ment 224/62 

Glahn, Henning: showroom for Dansk Designs 
opened in London 224/54 

Gloag, H. L.: Colour Co-ordination applied to 
Materials, 227/75, 39-42 

Glover, Harold: RSA bicentenary medal award 
224/19, 62 

Good, Elizabeth: book review 228/65: influence of 
writing on design in Sunday Times 228/79 

Gordon Associates, John: senior consultant 
appointment 227/22 

Gosler, Eileen E.: New York branch of Robert Spitz 
Associates appointment 225/25 

Gottschalk, Ernst: permanent address 227/22 

Gould, John: model toys 227/28 

Goulden, Contran: builders’ merchants training 
course speaker 226/25 

Grange, Kenneth: Kenwood mixer styling 223/47: 
coal-effect fire criticism 228/26 

Grant, lan: editor of Great Interiors, book review 
228/65 
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Gratnell’s Ltd; storage system 225/58 

Gray, Camilla: photographs 228/28 - 

Gray, lise: And Some of Their Toys 227/25-29: 
Habitat Shop for the North 227/30-37 

Greater London Council: exit boxes 223/27: SFI 
new method of industrialised building 
development 225/56: furniture design group 
226/34: national exhibition proposal 228/22 

Green, John, Belfast: jewellery 223/54 

Green, T. G. & Co Ltd: storage jars, Cornish kitchen 
ware 225/59 

Grenville, John: jewellery 228/35 

Griffiths and Partners, Alan: Selectabox which 
explains the characteristics of eight 
thermoplastics 227/54 

Grossman, Irving: administration building for 
Expo '67 architect 224/26 

Grozder, M.: lorry 228/30 

Gruffydd, J. St Bodfan: photograph 226/27 

Guest, Patrick: architect of David Mellor’s house 
227/46 

Guillon, Jacques Associates: trains for French 
metro 224/23: elected Hon Treasurer of ICSID 
227/27 

Gullichsen, Maire: Finnish furniture exhibition 
224/55 

Gummerus, H. O.: Finnish design standards 226/37 

Gutbrod, R.: co-architect of German pavilion at 
Expo '67 224/25, 36 

Guyatt, Richard: symbol and stationery layouts for 
CEGB 224/47 

GWE Boards Ltd: Vipboard do-it-yourself furniture 
225/26 


Habitat: china and glass 223/57 
Hackett, Dennis: elected chairman of the 
Designers and Art Directors Association 227/22 


Haggerty, Michael: photograph 226/33 

Hale, John: floods in Florence, quote 227/79 

Hall, Michael D. J.: Magnum 500 furniture range 
228/59 

Hall, Peter: access to leisure areas, article in New 
Society 228/27 

Hall and Goulding Ltd: garden tool rack 224/52 

Halprin, Lawrence & Associates: San Francisco 
Bay Area Rapid Transit System landscape 
architect 223/27 

Hamlyn Ltd, Paul: Buses, Trolleys and Trams, 
book review 228/65 

Hanson, Keith: symposium on systematic design 
methods in architecture, Portsmouth, speeker 
228/24 

Hardingham, Marin: upholstery fabrics for Perring 
Furnishing Ltd 227/56 

Hardy, Alex C.: Designing Interiors conference 
speaker 227/27 

Harling, Robert: obituary of Stanley Morison in 
Sunday Times 228/22 

Harris, David: new address 227/22 

Harris, Rae: design appointment with J. Starkie 
Gardner 224/62 

Harrison and Wilkinson Associates Ltd: house- 
style for Coles of Burton Latimer 225/59 

Harrods: paper earrings 223/55 

Hatch, Peter: Scandinavian with a Difference 
226/40-44 

Hausdorf, M.: measuring gauge used for 
controlling roller-bearing parts 225/48 

Haywood, Hiliary: Flames Without Fire 228/25-27 

Heal & Son Ltd: Hornsey/Ideal Home magazine 
exhibition 223/63: Kilkenny Design Workshops 
exhibition 225/64 

Heap, H. R.: ColD Awards selection panel member 
225/25 

Heath, Alec: carpet 226/24 

Hébert, Julien: Expo '67 224/24 


Height, Frank: Design in the Soviet Union 228/28-32 

Heinemann: Alphonse Mucha -— His Life and Art, 
book review 224/58 

Heiniger, H.: photograph 223/29 

Heinz Co Ltd: British Poster Design award 
216/44, 45 

Hellman, Louis: drawing 225/35; 226/25 

Helmer-Petersen, K.: photograph 224/57 

Heltzel, Rudolf: silver and metal designer‘for 
Kilkenny Design Workshops Ltd 224/50 

Hennig-Schefold, Monica: Early Modern In Berlin, 
book review 228/65 

Henrion Design Associates: design survey for 
BEA 225/25: design survey of GPO 223/32 

Henrion, F. H. K.: consultant designer to GPO 
223/32: Design Co-ordination and Corporate 
Image, book review 228/63: Union Jack design for 
British Pavilion at Expo '67 224/67 

Hepburn, Henry A.: list of guarding for machinery 
223/45 

Herge: illustration for childrens books 228/42 

Heritage, Robert: exhibition of British design at 
Belgian Design Centre 228/23: high intensity 
lamp 226/56: record player, storage and sewing 
unit 225/37 ' 

Herlow, Erik: survey of Irish industrial design 224/49 

Herlow & Olesen: architects of Scandinavian 
pavilion at Expo '67 224/35 

Heutschel, H.: measuring gauge used for con- 
trolling roller-bearing parts 225/48 

High Wycombe School of Design and Furniture: 
student's flexible seating system 224/55 

Hill, Oliver: builders’ merchants training course 
speaker 226/25: coal-effect fires criticism 228/26: 
definition of good design quote 223/23 

Hille Ltd: additions to furniture range 224/56 

Hitch, John: furniture for Heal’s range 223/63 

Hockney, David: work published by Edition Alecto 
225/25 

Hoftman, Irsef: influence on Finnish furniture 
design 226/42 

Holdaway, Bernard: easy chair and ottoman for 
Trawden range 223/60 

Holford, Lord: part-time member of the Central 
Electricity Generating Board 224/47: responsi- 
bility for design policy of CEGB 224/42, 43 

Hollingsworth: toy buyer for Heal’s 227/26 

Holscher, Knud: bathroom fittings range 228/60: 
change of address 228/24 

Holscher and Tye: design plagiarism, letter 226/67 

Holt, Jack: Mirror 16 do-it-yourself sailing dinghy 
223/51-53 

Hooker, Dennis: photograph 227/47 

Hornsey College of Art: exhibition in conjunction 
with Ideal Home magazine at Heal’s 223/63 

Housing and Urban Development Commission, 
USA: application of an automatic car hire 
system study 224/27 

Hovercraft Development Ltd: hovertrain develop- 
ment 223/30 

Hoverlloyd Ltd: Designing Interiors for the SR.N4 
227/48 

Hovertravel Ltd: hovercraft service 227/49 

Hrbas, M.: pneumatic hand tool for tightening and 
loosening metric nuts 225/48 

Hughes, Graham: encouragement of modern 
jewellery design 228/33 

Hughes-Stanton, Corin: book review World 
Architecture 4 226/63: The Cost of Industrial 
Design 227/43-47 

Huldt, Ake: survey of Irish industrial design 224/49 

Hull Traders Ltd: chairs 226/56: cost of modern 
table, letter 228/67: easy chair and ottoman in 
Trawden range 223/60 

Hume, Kenneth: ColD industrial officer appoint- 
ment 226/25 

Hursts: starpack awards 224/54 

Huxtable, Garth and Ada Louise: The Aesthetic 
Mystique: an American View on Bogus Design 
227/18 





ICI: acetal copolymer trade name changed to 
Kemetal 223/65: Perspex acrylic sheet 227/47 
‘Ideal Home’ magazine: exhibition in conjunction 
with Hornsey College of Art at Heal’s 223/63 

Imperial Typewriter Co Ltd: electric typewriter 
designed by computer 224/53 

Indulex Engineering Co Ltd: SF1 method of 
industrialised building 225/56 

Industrial Design Council of Australia: members 
on judging panel of Sebel Design Award 226/23 

Industrial and Trade Fairs Ltd: director appoint- 
ment 226/25 

Inner London Education Authority: furniture 
design group 226/34 

Institute of Industrial Engineers: members on 
judging panel of Sebel Design Award 226/23 

institute of Public Supplies: amalgamation 224/79 

Institute of Purchasing and Supply: formation 
224/19 

Institution of Mechanical Engineers: design 
competition 228/24 

Interiors International: furniture marketing in UK 
294/61: UK licence for international furniture and 
fabrics expiration 224/67 

Interlink Advertising Ltd: name change 224/62 

International Council of Societies of Industrial 
Design (ICSID): biennial General Assembly in 
Ottawa 227/27: fifth general assembly and 
congress, Canada 224/67 

lrish Export Board: raising of standard of 
industrial design 224/49 

irish Ropes Ltd: consultant director of design 
appointment 226/25 

lronside, Professor Janey: head of school of 
fashion at Royal College of Art 226/27 

isola, Maija: printed cotton design 226/44 

Ilvansek, France: shop to promote good design in 
Luubljana 227/27 


J 


Jackson, Donald: technical development of Range 
70 for Pye of Cambridge Ltd 228/50 

James, Brian: Letraset Graphic Student award 
228/58 

James, Mike: industrial design unit Design Link 
formed 227/22 

James, Paul: book reviews 228/63 

Jantti, Toivo: architect of Olympic stadium at 
Helsinki 226/37 

Jefferies, Derek: secretary and chief executive 
order of SIAD 225/25 

Jessup, Frank: display in British pavilion at Expo 
'67 224/26 

Johansson, Skarphedin: co-architect of Scan- 
dinavian pavilion at Expo ’67 224/35 

Jones, Alan: work published by Edition Alecto 
225/25 . 

Jones, J. Christopher: design education quote 
223/19: design process quote 228/46: symposium 
on systematic design methods in architecture, 
Portsmouth, speaker 228/24: Trying to Design 
the Future 225/35-39 ; 226/25 

Jones, Dr Sidney: BR railway research head 223/27 

Judge International Ltd: Tidy bins 226/60 

Juggins, Maurice: 1967 Yale Award 226/25: value 
design, letter 224/63 

Julius, Leslie: David Rowland’s Grand Prix chair, 
letter 228/67: Designing Interiors conference 
speaker 227/27: The Spiral of Slovenliness Takes 
Over 228/20 

Julius, Rosamind: chairman of DIA, ideas for 
future of organisation 225/23 


K 


Kamlish, Ivor: new address 227/22 
Karhula-littala, Finland: glass works 226/43, 44 


Kartell: hanging light 226/57 

Kelly, Oisin: candle 224/57: senior designer of 
Kilkenny Design Workshops Ltd 224/50 

Kelvin Electronics Co Ltd: production ceased 
226/23: SSC100 Controller 227/45 

Kemp, Robert: Cynform high precision measuring 
machine 225/32 

Kenny, Sean: display in British pavilion at Expo '67 
224/26, 28: Gyrotron mystery ride at Expo '67 
224/33 

Keramo Co-operative, Prague: pottery 225/46 

Kerr, Anne: toys with moral danger to young, 
campaign against 226/22 

Kerridge, John: The Place of Design in the 
Marketing Programme 225/49-517 

Kershaw, Derek: Rubberex car safety competition 
winner 223/65 

Kesteren, Maria van: wood for Kiikenny 
Design Workshops Ltd 224/50 

Kewley Ltd, H. G.: range of storage and display 
system 225/27 

Key, Anthony: High Precision Measuring Machine 
225/32 

Kilkenny Design Workshops Ltd: exhibition at 
Heal’s 225/64: Housed in the stables of Ormonde 
Castle 224/48 

King, Eddie: decorative indoor light fitting 226/55 

King, James: general manager of Kilkenny Design 
Workshops Ltd 224/50 

King, Suzanne: perspex rings and necklaces 223/55 

King Edward's Hospital Fund: hospital bed 223/63; 
226/67: report Landscape Architecture for New 
Hospitals 226/27 

Kinneir, Jock: consultation on lettering for notices 
for CEGB 224/47 

Kirk, Michael: wallpaper 225/63 

Kjaerholm, Poul: chaise-longue 224/57 

Klein, Len: elected to committee of Designers and 
Art Directors Association 227/22 

Kiocker, Johann: editor of Zeitgemasse form 
(Industrial Design International), book review 
224/58 

Knoll International: new British subsidiary Form 
International 224/67 

Knowlton, Marcus: ram wing vehicle 223/37 

Kodak Ltd: Instamatic M2 movie camera 223/58 

Kodejs, J.: pendant of green transparent glass 
225/46 

Kold Christensen, E., Copenhagen: chaise-longue 
224/57 

Kosnar, F.: bottles in glazed earthenware 225/46 

Kovar, Professor Zdenek: design principles 225/44: 
hand tools 225/47 

Kuppapuro, Yrjo: furniture designs 226/43 

Kurokawa, Noriaki: children’s camping site 
Kodomo-No-Kuni 226/63 


L 


Laithwaite, Professor E. R.: linear induction motors 
for MFD transport system 223/29 

Lambert, Sam: photographs 225/56, 57; 226/52 

Lamont, Ltd Samuel: two colour sheet and pillow- 
case 223/56 

Langley, Noel: illustrations for children’s book 
228/42 

Lannoch, Hans Jurgen: control knobs design 
study 225/33 

Latex Upholstery Ltd: hovercraft fitting out 227/57 

Latham, Richard S.: retiring president of ICSID 
227/27 

Lawton, Sidney M.: musical instruments redesign- 
ing, letter 223/67 

Lee, Sir Kenneth: obituary 228/68 

Lesney Products & Co Ltd: model toys 227/24 

Letterstrom, Gustaf: co-architect of Scandinavian 
pavilion at Expo '67 224/35 

Letts & Co, Charles: consultant designer appoint- 
ment 228/24 

Levin, Dr Peter: Systematic Methods in Environ- 


mental Design 228/44—47 

Levy, Audrey: teaching in textile department of 
Central School of Arts and Crafts 225/63 

Levy, Don: film Sources of Power shown in British 
pavilion at Expo '67 224/26 
Lewis, Malcolm: photograph 224/30, 35 

Libby Glass: showroom for opened in London 
224/54 

Liden Products (Whitewood) Ltd: furniture range 
225/29 


, Lieberg, Roger: plastics easy chair without arms 


225/63 

Lim: Prototype outside broadcast television vehicle 
228/30 

Limbrick, Roger: toy house bricks 227/25 

Lindegren, Yrjo: architect of Olympic Stadium at 
Helsinki 226/37 

Lindt, Richard: flowerpot and base 226/40 

Lines Bros Ltd: toy output 227/24 

Lipkin, Raphael: Wonder Boat 227/27 

Liskova, V.: Christmas tree ornaments 225/44 

Loewy, Raymond: rail cars for New York subway 
223/28 

London Bedding Centre: range of beds 227/55, 57 

London Film Productions Ltd: photograph 225/39 

London Hospital: interior design competition for 
maternity floor 224/62 

London and Upjohn: product designs for GPO 
223/32 

Lone Star Productions Ltd: model toys 227/24 

Long, Charles: By Rail to the Future, letter 225/67 

Lousada, Sandra: photograph 223/29 

Lucas Furniture: office desks 224/45 

Lucking, Norman: Cynform high precision 
measuring machine 225/32 

Lund Humphries: Industrial Design and the 
Community, book review 226/65 

Lyons Ltd, Peter: Easifit furniture range 225/30 


MacCarthy, Fiona: design commentator on The 
Guardian 227/46; 228/26: influence of writing on 
design in Guardian 228/19 

MacCormick, James C.: architect of Australian 
pavilion at Expo '67 224/34 

MacDermot, Niall: proposals to cope with growing 
pressure on the countryside 228/27 

MacKinnon and Jenkins Ltd: Textra fabric range 
223/58 

Mackintosh, John Rennie: influence on Finnish 
furniture design 226/42 

McCrea, James and Ruth: children’s book 
illustrations 228/40 

McGregor, Fiona: Letraset Graphic Student Award 
228/58 

McKenna, David: train doors safety, letter 223/67 

Macioge Associates, Frank: street furniture for 
Expo '67 224/32 

Magistretti, Vico: lamp 226/57 

Maker, Anthony: change of address 225/25 

Makovsky, Vinvenc: machinery design quote 225/44 

Maldonado, Tomas: elected president of ICSID 
227/27 

Mallinson, Allan: elected to board of management 
of British Colour Council 226/25 

Mannheim, Catherine: jewellery 228/34 

Manning, Peter: Designing Interiors conference 
speaker 227/27 

Manser Associates, Michael: architects of exten- 
sion to Amos Reynolds furniture shop in Sutton 
223/48-49 

Marber, Romek: Letraset Graphic Student Award 
judging panel 228/58 

Margaret, Princess: Town and Around exhibition 
opening speech 225/23 

Margerison, Tom: display in British pavilion at 
Expo '67 224/26 

Margo Fabrics Ltd: textured upholstery fabrics 
227/63 





Martin, Bruce: telephone kiosk 223/34 

Massey, Hart: lampshades for minirail station at 
Expo ‘67 224/33 

Massie, lan and Wilma: jewellery 228/34 

Mathews, Stanley: consultant engineer to Ford on 
computers 228/47 

Matthew, Johnson-Marshall and Partners, Robert: 
CLASP/JDP building development 228/24 

Mayo, Elton: worker response to environmental 
conditions research 223/36 

Meade, Dorothy: Perings at the Crossroads 
227/55-—57 

Meakin, K. S.: road signs, letter 224/63 

Medd, David: photographic 227/42 

Medical Research Council applied Psychology 
Unit: design relations with GPO 223/32 

Mellor, David: The Cost of Industrial Design: 
Case 3 - Developing a range of products 227/46- 
47: product design for GPO 223/32 

Menzies, P. T.: part-time member of the Central 
Electricity Generating Board 224/47 

Merchant Adventurers Ltd, the: interior lighting 
fitting 226/55 

Meredew, D., Ltd: simplifold wall storage furniture 
225/37 

Merrow Associates: furniture for Heal’s range 
223/63: occasional furniture 227/55 

Metal Box Co Ltd: carry-home rose bush carton 
wins Starpacks award 224/54 

Metco Ltd: flame spray gun 227/67 

Methuen & Co Ltd: Art Nouveau Book in Britain 
book review 224/58 

Metsovaara, Mrs Marjetta-Van Havere: textile 
designs 226/42 

Mettoy Co Ltd: model toys 227/24 

Meyerowitz, Patricia: jewellery 228/35 

Middelhoek, K.: architect of Dutch Pavilion at 
Expo '67 224/30 

Middleboe, Rolf: printed textile designer for 
Kilkenny Design Workshops Ltd 224/50 

Miller, A. R.: ColD Award selection panel chairman 
225/25 

Miller, Hamish: garden tool rack 224/52 

Million, Clive: mural design, letter 224/63 

Milne, A. A.: illustrations for children’s books 
228/40 

Milne, Alfred: SSC100 Controller 227/45 

Ministry of Health: landscaping for holidays 
recommendations 226/27 

Ministry of Public Building and Works: design 
relations with GPO 223/35: furniture for power 
stations 224/46: school furniture 227/42: Supply 
Division design standards 224/19 

Ministry of Transport: White Paper on British 
waterways 228/27 

Minkin, Robert: earthenware china range 227/67 

Mira, B.: work of design partnership in Prague 
225/40-—43 

Misek, Milan: work of design partnership in Prague 
225/40-43 

Mitchell, C. C.: ColID Awards selection panel 
member 225/26 

Monotype Corporation Ltd: typographical advisor 
Stanley Morison’s work 228/22 

Montagu, Dr Ashley: speaker at ICSIS congress 
in Canada 224/67 ; 227/27 

Montgomery, Niall: conversion of stables for 
Kilkenny Design Workshops at Ormonde Castle 
224/48 

Moody, Ella: editor of Decorative Art in Modern 
Interiors 1967/68 book review 226/63 

Morane Plastics Co Ltd: laminating machine 
228/61 

Moretti, Luigi: Stock Exchange Tower, Montreal 
224/23 

Morgan, Roger: magazine Which ? policy 228/67 

Moriarty, Bernard: Working Party on Typographic 
Reaching conference speaker 226/25 

Morison, Stanley: importance of typographical 
work 228/22 


Morley, T. B.: fibreboard container for lampshades 
wins Starpacks award 224/54 

Moro, Peter & Partners: British Standard for 
self-luminius exit signs, letter 225/67 

Morris, Hugh: Architectural Association president 
election 223/65 ? 

Motor Industry Research Association: safety 
research 226/50 

Moulton, Alex: amalgamation with Raleigh 
Industries Ltd 225/22 

Mucha, Jiri: Alphonse Mucha - His Life and Art, 
book review 224/58 

Muller, Peter, Munk Associates: SCOT rail car, 
Steel Car of Tomorrow 223/28 

Munck, Karen: associate director of Package 
Design Associates appointment 223/65 

Munipov, V. M.: member of USSR delegation 
visiting UK 228/29 

Mycroft, Mike: appointed to direct a type informa- 
tion service for Soldans Ltd 227/22 

Myers, Lucien: art nouveau book reviews 224/58: 
Do-it-Y ourself 225/26-37 


Nader, Ralph: book Unsafe at Any Speed quote 
226/50: observations on car design 225/36 

Nairn Coated Products: solid vinyl wallcovering 
227/62 

Nairn Floors: educational buildings colour card 
227/41 

Nairn-Williamson Ltd: vinyl decking for Seaspeed 
hovercraft 227/57: vinyl floor tiles 227/47 

Naradi, Hulin: hand tools 225/47 

Narex: pneumatic hand tool for tightening and 
loosening metric nuts 225/48 

National Council for Diplomas in Art and Design: 
inquiry into what happens to studénts after 
taking DipAD 223/79 

National Federation of Consumer Groups: work on 
local levels 226/26 

National Institute of Industrial Psychology: 
causation of accidents study 223/45 

National Parks Commission: report The Coasts of 
Hampshire and Isle of Wight 228/27 

National Research and Development Corporation: 
hovertrain project 223/37 

National Trust: policy for amenity areas 228/27 

Naylor, Gillian: Furniture for the Secondary School 
226 /28-34 

Neave, J. A.: Which ? testing of products in Design 
index, letter 228/67 

Nelson, Peter: lights and channel suspension 
system 226/57 

Nervi, Pier Luigi: Stock Exchange Tower, Montreal 
224/23 

Nesbit-Evans and Co, J.: hospital beds 223/63; 
226/67 

Newfeld Ltd: Bendy Toy 227/23 

Newhome Paints Ltd: Status range of paints and 
wallpapers 224/53 

Newman, C. A. J.: welding blowpipe receives 
Sebel Design Award 226/23 

Newman and Sons, William: door closer 225/58 

Nova: D & AD Gold Award for feature 224/59 

Nova, Belgium: electric deep fryer 228/54 

Noyes, Eliot: co-opted member of ICSID 227/27: 
rail cars for elevated transit expressway 223/28: 
UNO pavilion at Expo '67 224/26 

Nuclear Design and Construction Ltd: ergonomic 
work on nuclear power station control 224/46 

Nuclear Enterprises (GB) Ltd: medical ultrasonics 
research 226/23 

Nuffield Foundation: research into science teach- 
ing in schools 226/32 

Numm, Yki: pendant lights with double shades 
226/42 

Nurmesniemi, Antti: prototype wall seat 226/47 

Nyman, Gunnel: glass designs 226/43 
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Oliver, Mary: fabrics 223/65 

Olivetti Ltd: new showroom in Paris 228/48-49 

Onions, Judith: Cornish kitchen ware storage jars 
225/59 | 

Opher, W. D.: joint managing director of Vickers 
Ltd appointment 223/65 

Orna, Bernard: A Partnership in Prague 225/40-—43 

Otto, Frei: German pavilion at Expo '67 224/24, 36 

Owens, Leslie: London College of Printing 
principal appointment 227/22 

Owl and the Pussycat: toy shop in Hampstead 
227/25, 28 


Pp 


Paatela, Jaakko: co-architect of Scandinavian 
pavilion at Expo '67 224/35 

Paatelainen, Raili: architect of student centre in 
Helsinki 226/38-39 

Package Design Associates: associate director 
appointment 223/65 

Page, Professor J. K.: Designing Interiors 
conference speaker 227/27 

Panos Toys: small boat 227/28 

Paolozzi, Eduardo: work published by Edition 
Alecto 225/25 

Parkin, Alan: Design Co-ordination and Corporate 
Image 228/63 

Paterson Products Ltd: Micro focus finder 223/56 

Pathman, Frederic: railway crossing gate 225/34 

Pawlowski, Andrzej: elected vice-president of 
ICSID 227/27 

Pearce, David and Pamela: jewellery 228/36 

Peccinotti, Harri: D & AD Gold Award 224/59 

Pedro, Betty Neves: glove puppets 227/27 

Peerless Built-In Furniture Ltd: range of kitchen 
and bedroom furniture 225/28 

Peet, Bill: illustrations for children’s book 228/42, 43 

Pei, |. M.: Royal Bank of Canada building, Montreal 
224/23 

Perring, Sir Ralph: Chairman of new company 
Perring Furnishings Ltd 227/55 

Perring Furnishings Ltd: new company formed 
227/55 

Perring Ltd, John: Perrings at the Crossroads 
227/55-57 

Perspective Designs: packaging for fibreboard 
table 228/58 

Philips Electrical Ltd: cassette tape recorders 
226/67 

Phillips, Derek: Designing Interiors conference 
speaker 227/27 

Phillips, John: packaging for Cornish kitchen ware 
225/59 

Pick, Beverly: display in British pavilion at Expo '67 
224/26, 28 

Pienkowski, Jan: carrier bags 228/57: children’s 
book illustrations 228/40-47 

Pietilla, Reima: architect of student centre in 
Helsinki 226/38-39 

Plaat, Frederick: book review 228/63 

Plastics Institute: change of address 228/24 

Plummer, Desmond: national exhibition centre site 
228/22 

Polgreen, G. R.: jet propelled vehicle using 
magnetic suspension 223/37 

Pollock's Toy Museum: small boat 227/28 

Ponte, Vincente: architect of undercover city 
Montreal 224/23 

Poole, Terence: seating system of chairs and 
tables 227/60 

Pooley, Fred: monorail system for North Bucks 
system 223/29 

Portmeirion Potteries Ltd: marketing handmade 
glass for Dartington Glass td 224/67: pottery 
tankards 228/57 

Portsmouth College of Technology: systematic 
design methods in architecture symposium 228/24 








Posokhin, M. V.: Russian pavilion at Expo '67 224/25 

Powell, David Harman: toddler's feeder set 225/62 

Poyner, Barry: symposium on systematic design 
methods in architecture, Portsmouth, speaker 
228/24 

Primrose, Angus S.: A New Breed of Cruiser 
224/37-39 

Pritchard, Tony: furniture for Heal’s range 223/63 

Prizeman, John: builders’ merchants training 
course speaker 226/25 

Puff: geodetic marquee 228/58 

Pullee, Edward: member of British Council 
delegation visiting USSR 228/29 

Purchasing Officers’ Association: amalgamation 
224/19 

Pye, Professor David: essay on The Nature of 
Design 225/20 

Pye of Cambridge Ltd: Pye’s Television Equipment 
for the 1970's 228/50-53 
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> Quallington, Timothy: photographs 227/41 
Quantrill, Malcolm: director of Centre for Advanced 
4 Studies in Environment 227/27 

> Queen Elizabeth Hall: exit signs 223/21 

> Quemby, Sigrid: screen printed cotton 227/63 
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Raft, Emanuel: jewellery 228/35 

Rainbird, Caroline: Letraset Graphic Student 

| Award 228/58 

* Raleigh Industries Ltd: Alex Moulton amalgama- 
tion with 225/22 

Ramsey, Eileen: photograph 223/53 


| » Ramshaw, Wendy: paper earrings 223/55 


Randall, Charles: storage system 225/58 

Rank Bush Murphy Ltd: coloured television sets 
226/59 

Rapoport, Amos: symposium on systematic 
design methods in architecture, Portsmouth, 

ze speaker 228/24 

© Ratia, Mrs Armi: printed cottons and ready-to- 

. wear clothes 226/42: ready-to-wear clothes 226/44 

Raven Furniture Ltd: dining and bedroom furniture 

— 228/59 

» Rayner, Claire: It's Time We Put Our Best Feet 

Forward 223/20; 227/65: Ministry of Housing 

: Design Bulletin, Safety in the Home 227/20 

~ Reckitt Container Division: Newhome gallon paint 

| = tin 224/53 


» Reed Paper Group: children’s cheap corrugated 


| fibreboard furniture 228/57 

> Reeves, David: group of jars for Kilkenny Design 
> Workshops Ltd 224/57 

© Reid, John: co-opted member of ICSID council 
227/21: member of British Council delegation 
visiting USSR 228/29 

> Reilly, Sir Paul: builders’ merchants training course 
© speaker, chairman of open forum 226/25: 
contributor to Zeitgemasse Form, book review 
224/58: knighthood in Birthday Honours 224/62: 
seconder of proposal for 1969 ICSID meeting to 
© beheld in Britain 227/27 

» Repa, Miroslav: architect of Czech pavilion at 

© Expo '67 224/35 

. Rewell, Viljo: architect of housing scheme in 

© Helsinki 226/37 

A » Reynolds, Amos: extension to quality furniture 
™ shop in Sutton 223/48-49 


§ 4 Richards, Cliff: constructions in card 228/56 
Richards Tiles Ltd: Duronamel range of semi- 


bright glazes 227/47 


1) Ridley, Chris: photographs 223/47 


} Rie, Lucie: pottery 226/52-53 


© Riihimaki, Finland: glass works 226/43 
| Road Research Laboratory: crash testing of 


| vehicles 226/57 
| Roberts, Irfon: hospital bedside locker heights, 


letter 226/67 

Robinson, Peter: paper earrings 223/55 

Rodchenko, Alexander: design of areading room 
in a workers’ club 228/28 

Roffey, Margaret: constructional doll’s house 
227/26 

Roger, Guy: Chunky furniture range 225/62 

Rogers, Richard and Su: prototype steel house for 
Fifth Paris Biennale 225/25 

Rose, Stuart: typographical consultant to GPO 
223/32 

Rosenthal, Hilary: screen printed cotton 227/63 

Rostkov, V.N.: milling machine 228/37 

Rotaflex Ltd: high intensity lamp 226/56 

Rotherham, L.: full-time member of the Central 
Electricity Generating Board 224/47 

Rowan, Sir Leslie: Vickers Ltd chairman appoint- 
ment 223/65 

Rowland, David: stacking chair 225/67 ; 226/22: 
228/67 

Rowlands, Martyn: product designs for GPO 223/32 

Rowley, John: bath 227/33-34 

Royal College of Art: hospital locker, letter 226/67: 
Industrial Design (Engineering) Research Unit 
223/63: power operated metal cutting guillotines 
study 223/42: university status 226/27 

Royal Institute of British Architects: Colour 
rese.rch for building designers 227/36, 40 

Royal Society of Arts: Bi-centenary Medal award 
224/19: industrial bursaries Competition exhi- 
bition of winning designs 223/22 

Royal Worcester: fireproof porcelain range 223/57 

Rumbold Gallery: toy Noah’s Ark 227/29 

Rumianstev, G.: tram 228/37 

Russell, Sir Gordon: obituary of Sir Kenneth Lee 
228/68 

Ruuth, Helena: weaving designer for Kilkenny 
Design Workshops Ltd 224/50 

Ryder, Geoff: industrial design unit Design Link 
formed 227/22 

Rykwert, Professor Joseph: elected to Chair in 
Art at University of Essex 224/62 
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SCM (UK) Ltd: name changed from Smith Corona 
226/25 

SK Instruments Ltd: SSC100 Controller 227/45 

Saarinen, Eliel: Helsinki railway station 226/36 

Safdie, Moshe: architect of Habitat 67 at Expo '67 
224/26: Aspen design conference speaker 225/27: 
On From Habitat 226/45-—49 

Safege, France: monorail 223/28-29 

Sainsbury & Co Ltd: talc pack Starpacks award 
224/54 

Saint-Phalle, Niki de: sculpture at Expo '67 224/32 

Salmons, Geoffrey: ColID paperback Storage, book 
review 228/63 

Salter and Co, George: bathroom scales 227/53 

Samoilova, T.: giant harbour crane 228/29 

Sampson Ltd, T. F.: pleated paper blind 224/57 

Sandrik: cutlery 225/45 

Sandys, Duncan: Ten Years of Civic Action 224/20 

Sarpaneva, Timo: glass designs 226/43, 44 

Sasaki, Strong and James Secord Consortium: 
light fittings in La Ronde amusement park at 
Expo '67 224/33 

Sawyers (Europe): slide projector 224/54 

Sayre, Nora: education quote 223/179 

Schaefer, Inge: Early Modern in Berlin, book review 
228/65 

Schoeler, Barkham & Heaton: Canadian pavilion 
at Expo '67 224/24 

Schwanzer, Professor Karl: architect of Austrian 
Pavilion at Expo '67 224/30 

Scorey, Vivienne: Letraset Graphic Student Award 
228/58 

Scott, Douglas: builders’ merchants training 
course speaker 226/25: product designs for GPO 
223/32 


Scott Associates, Douglas: laminating machine 
228/61 

Scott, J. B.: elected a director of Industrial Trade | 
Fairs Ltd 226/25 | 

Scott, Pat: painter and textile designer for 
Kilkenny Design Workshops Ltd 224/57 

Scott, William: work published by Edition Alecto | 
225/25 

Sebel, Harry: sponsorship of Sebel Design Award 
226/23 

Sebels Australia Ltd: sponsorship of Sebel Design 
Award 226/23 

Seddon, Rodger H.: John Gordon and Associates 
senior consultant appointment 227/22 

Segerstad, Ulf Hard af: elected vice-president of 
ICSID 227/217 

Sell, Reg: standardisation of dials and indicators 
for power stations 224/46 

Semmence, Ralph: Letraset Graphic Student 
Award judging panel 228/58 

Sendak, Maurice: children’s book illustrations 
228/39 

Sharon Brothers: Israel pavilion at Expo '67 224/26 

Sharp, Anthony: screen printed cotton 227/63 

Sharpe, Garry: ceramics designer for Kilkenny 
Design Workshops Ltd 224/50 

Shekhov, B. V.: member of USSR delegation 
visiting UK 228/29: milling machine 228/37 

Shelley, Annette: rag dolls 227/26, 27 

Shelton, Harold: educational system in colleges of 
art, letter 227/65 

Shelton, Stanhope: Letraset Graphic Student 
Award judging panel 228/58 

Shepard, E. H.: illustrations for children’s books 
228/40, 41 

Shepheard, Michael: chief architect of Central 
Electricity Generating Board 224/43, 44 

Silar, L.: salt-glaze vases 225/45 

Simmons, Nannette A.: Waterloo roundabout, 
letter 228/67 

Simplex Electric Co Ltd: peak electric storage 
heaters 227/59 

Singleton, Professor W. T.: ColD Awards 
selection panel member 225/25 

Slater, Ken: photograph 226/33 

Sloan, Sylvia: potter for Kilkenny Design 
Workshops Ltd 224/57 

Smallihorn, Anthony: The Safe Design of Guillo- 
tines 223/42-46 

Smith, Dr Stanley: head of British Rail technical 
centre, Derby 223/26 

Smith, Carter & Searle Associates: triodetic space 
frames of the Place d’Accueil at Expo '67 224/24 

Smith Corona: name changed to SCM (UK) Ltd 
226/25 

Smith/Roger Turpin/Ltd, Anthony: change of 
address 223/65 

Snowdon, Lord: exhibition of British design at 
Belgian Design Centre opened 228/23: Welsh 
souvenir competition judging panel chairman 
228/24 

Society of Industrial Artists and Designers: 
incorporation of certain colleges of art and 
design into polytechnics, letter 228/67: student 
teach-in Education-Vocation-DipAD 223/79: 
working party on colour systemisation 227/40: 
Working Party on Typographic Teaching 226/25: 
working party set up to recommend improve- 
ments in design education 223/22 

Society of Industrial Designers of Australia: 
members on judginy panel of Sebel Design 
Award 226/23 

Society of Typographic Artists and Designers: 
Working Party on Typographic Teaching 226/25 

Soldans Ltd: type information service established 
227/22 

Soloviev, Y. B.: direction and co-ordination of 
design in USSR 228/29, 37 

Somet Teplice: measuring gauge used for con- ! 
trolling rolier-bearing parts 225/48 





Soukup, J.: bracelet 225/46 

South Western Electricity Board: sub-station 
design 224/45 

Span Kent Ltd: village development at New Ash 
Green 227/20 

Spear and Jackson: merger into Spearwell Tools 
224/52; 225/52 

Spearpoint, Bryan: office amalgamation 223/65 

Spearwell Tools: appraisal of production and 
marketing policy 225/24: new name for Edward 
Elwell Ltd 224/52 

Spence, Sir Basil: British pavilion at Expo '67 
224/25, 28-29 

Spitz Associates, Robert: New York branch 
opened 225/25 

Spoerl, Wolf: drawing 227/35, 53 

Stabb, David: geodetic marquee 228/58 

Stacey, Ronald B.: Rubberex car safety competition 
winner 223/65 

Staines (Sales) Ltd, Barry: competition for interior 
design for maternity floor of London Hospital 
224/62 

Stallebrass Associates, John: pump for pumping 
corrosive solutions 225/64 

Stanfield Products, Michael: constructions in card 
228/56 

Stankiewicz, Z. Matthew: Canadian pavilion at 
Expo '67 224/24 

Stanley (GB) Ltd: book of designs for making your 
own furniture 225/29, 37 

Stepan, O. M.: research into science teaching in | 
schools 226/32 

Stephenson, John: Conran Design Group con- 
tract with Macy’s 223/63 

Stevenson, Hugh: fibreboard container for lamp- 
shades wins Starpacks award 224/54 

Stewart and Morrison Ltd: interior of Ontario 
pavilion at Expo '67, letter 226/67 

Storcmann-Orno: pendant lights with double 
shades 226/42 

Storr, Stephen L.: musical instruments redesign- 
ing, letter 223/67 

Studio Vista: book reviews 224/58-59 ; 226/63; 228/63 

Sturgis, Timothy: elected to Council of 
Architectural Association 223/65 

Sully, Anne: drawing 226/34 

SULUV, Bratislava: ornamental rug 225/45 

Sumas, London: jewellery 223/54 

Sundberg-Ferar: rail cars for Port Authority Trans- 
Hudson 223/28: San Francisco Bay Area Rapid 
Transit System (BART) 223/27 

Surina, V. A.: tractor 228/29 

Svoboda, Josef: display in Czech pavilion at Expo 
67 224/26, 35 


+ 


TK Designs: perspex rings and necklaces 223/55 

TOS, Varnsdorf: horizontal boring mill 225/48 

Taf Fechan Water Board: water storage tanks 
227/54 

Talbot, Reg: ergonomic tests on bath 227/34 

Tandy, Halford and Mills: offices for Bovril Group, 
Enfield 225/67 

Tapiovaara, Iimari: furniture designs 226/42 

Taylor, John Russell: Art Nouveau Book in 
Britain, book review 224/58 

Taylor, Nicholas: Crowd Scenery at Expo 67 
224/22-36; 226/67 

Taylor-Woodrow Construction Ltd: licence for 
Safege monorail in UK and Canada 223/28-29 

Teletrans Corp: lightweight cars running inside 
tubes 223/30 

Tenon Contracts Ltd: Context system of office 
partitioning 225/52 

Terminal Insulators: pump for pumping corrosive 
solutions 225/64 

Tesla, Czechoslovakia: technical equipment 
225/40-43, 44 | 

Thainova, Viola: ornamental rug 225/45 


xii 


Thirkettle, Ellis: retirement as principal of London 
College of Printing 227/22 

Thomas, Morgan and Partners: water storage 
tanks 227/54 

Thomas and Co, Frederick: outdoor light fittings 
226/54 

Thompson, Philip: office amalgamation 223/65 

Thrower, Frank: handmade glass for Dartington 
Glass Ltd 224/67; 225/64 

Tibber, Robert: illustration for children’s book 
228/40 

Tinguely, Jean: sculpture at Expo '67 224/32 

Tinling Printing Group: design manager appoint- 
ment 225/25 

Todd, A. N.: full-time member of the Central 
Electricity Generating Board 224/47 

Tolladay, lan: DipAD merits quote 223/19 

Toppin, David: perspex rings and necklaces 223/55 

Torgersen, Otto: co-architect of Scandinavian 
pavilion at Expo '67 224/35 

Townsend, Anne: retirement as secretary of SIAD 
225/25 

Tree, Michael: elected to Council of Architectural 
Association 223/65 

Tridias: toy shop in Bath 227/26 

Truscon Group: MFD monorail transport system 
223/29 

Tschichold, Jan: Asymmetric Typography, book 
review 226/63 

Tucny, Professor Petr: electric locomotive driver's 
seating 225/47 

Turner, Janet: room setting for exhibition Liveina 
light house 226/56 

Turville, Alan: pedestal table 224/56: storage wall 
system 224/56 

Tye, Alan: bathroom fittings range 228/60: change 
of address 228/24 


U 


UNESCO: international collection of 50 slides on 
industrial design for ICSID 224/62 

Union Europeenne de l’Ameublement: inter- 
national conference on computers and data 
processing 226/24 

United Aircraft: turbo-jet trains 223/25, 26 

United Press International (UK) Ltd: photograph 
225/37 

United Steel Corporation: SCOT rail car, Steel Car 
of Tomorrow 223/28 

University of Aston: car seating research 226/57 

University Grants Committee: full membership of 
CLASP consortium 228/24 

Uosikkinen, Raija: earthenware dinner and coffee 
service 226/43 


Vv 


Vagonka Tatra: seating for electric locomotive 
driver 225/47 

Vale, John: bathroom scales 227/53 

Valle, Gino: elected vice-president of ICSID 227/27 

Vanek, Jan: unit furniture made in the 1920s 225/44 

Varley, Peter: The Toymakers of Britain 227/23-24 

Veldt, Lucia: executive editor of SIAD journal The 
Designer 225/25 

Vickers Ltd: chairman and managing director 
appointment 223/65: seating for Hoverlloyd 
hovercraft 227/52 

Villa, Luis: street furniture for Expo '67 224/32 

Vinogradov, I. P.: milling machine 228/37 

Vivolov, A.: textile finishing plant 228/30 

Vojta, T.: measuring gauge used for controlling 
roller-bearing parts 225/48 


w 


Wainwright, David: Designing for Power 224/40-47: 
interview with Basil de Ferranti 223/47: Red 
Letter Days for the Post Office 223/32-34 


Walker, lan: advertising manager for Perring 
Furnishings Ltd 227/57 

Walters, Nigel V.: kitchen range 227/54 

Ward, Anthony: symposium on systematic design 
methods in Architecture, Portsmouth 228/24 

Ward, Bryan: children’s book illustrator 228/40 

Ward, Edmund: children’s book illustration 228/40 

Ward, Mary and Neville: ColID paperback, book 
review 228/63 

Ward, Neville: carpet 226/24: proposal for 1969 
ICSID meeting to be held in Britain 227/27 

Ward and Austin: British Carpet Centre 226/24 

Wardle (Everflex) Ltd, Bernard: vinyl wall cover- 
ings 227/47 

Wartsila-Arabia: earthenware dinner and coffee 
service 226/43 

Wartsila-Notsjo, Finland: glass works 226/43, 44 

Warwick, D. L.: fibreboard container for lamp- 
shades wins Starpacks award 224/54 

Watkins, David: paper earrings 223/55 

Watson, Audrey: textile Be-Bop 223/63 

Watson, S.: part-time member of the Central 
Electricity Generating Board 224/47 

Watts, Graham: Do-it-yourself Dinghy 223/57 

Wilkes and Ashmore: national grid control for 
CEGB 224/47 

Wilson, Sir Hugh: knighted in Birthday Honours 
224/62 

Weatherill, Bernard: Johnston Committee recom- 
mendations on design protection 223/22 

Wedgewood, Hon. Josiah: take-overs by 
Wedgewood Group 225/24 

Wedgewood and Sons Ltd: take-over of Coalport 
China 225/24 

Wedgwood Benn, Anthony: design survey of GPO 
commissioned 223/32 

Weidenfeld & Nicolson: Great Interiors, book 
review 228/65 

Welch, Robert: exhibition at Heal’s 225/64 

Welham, R. G. L.: design plagiarism 225/67 

Wells, Dr Brian: Psychology and Design 223/35-47 

Welsh Office: Welsh souvenir competition 228/24 

Welsh Tourist Board: Welsh souvenir competition 
228/24 

Westinghouse Electric Corp: elevated transit 
expressway 223/28: worker response to environ- 
mental conditions research 223/36 

Werner, Peter: Wroking Party on Typographic 
Teaching conference chairman 226/25 

West Bromwich Tool and Engineering Co Ltd: 
safety guard strip for machines 224/53 

Which ?: Consumer Association’s magazine tenth 
anniversary 226/19, 26-27; 228/67 

Whyte, Lancelot: design concepts in terms of 
dualities quote 226/45—49 P 

Wickham, Michael: kitchen table and bench 227/54: 
photograph 227/54 

Wildsmith, Brian: children’s book illustrations 
228/39 

Wilhelmson, Eskil: managing director of 
Dartington Glass Ltd 224/67 

Wilkinson Sword Ltd: garden tools 228/60 

Wilkes, E. G. M.: ColD Awards selection panel 
member 225/25 

Williams, Anthony: design brief for bath 227/33-34 

Williams, Peter: Osram-GEC Ltd appointment 
226/25 

Williams, Roger: product designer at Spearwell 
Tools 225/24 

Winsemius, Dr Willem: principles of safe design 
of machinery 223/44 

Wirkkala, Tapio: all-purpose knife 226/37: Finnish 
design quote 226/40: glass designs 226/43 

Wittkamp, Joel: portable, collapsible sailing boat/ 
diving platform 225/34 

Wolff Olins and Partners: mobile lighting 
exhibition in railway coaches 227/60 

Wolsey, Tom: elected to committee of Designers 
and Art Directors Association 227/22 

Wood, Barrie: Axminster carpet designs 227/62 





= Woodpecker Toys: carved wooden animals 227/27, 

= 28 

» Woods, S. John: British Standard for self- 

' luminous exit signs, letter 225/67 

> Wooley, R. W.: Cynform high precision measuring 

"machine 225/32 

~ Woolf, Gordon: music engraving, letter 224/63 

Wootton, Baroness: book In a World | Never 
Made, quote 228/27 

World’s Press News: British Poster Design 
Awards organisers 223/65 

Worshipful Company of Glaziers: glass com- 
petition 224/62 

Worshipful Company of Goldsmiths: encourage- 
ment of modern jewellery design 228/33 


Worshipful Company of Turners: mechanical 
engineering design competition 228/24 

Wren Craft Furniture Ltd: coffee trolley 225/29 

Wright, John: screen printed cotton 227/63 

Wrighton and Sons, F.: Cooking the metric way 
227/54 


x 
X-Lon Products Ltd: tin tray 223/60 
Y 


Yapp, R. P. H.: joint managing director of Vickers 


Ltd appointment 223/65 ; 

Yordying, Chamiong: architect of Thailand's 
pavilion at Expo '67 224/34 

Yorke, Rosenberg and Mardell: power station 
design 224/43 

Young, Eileen: pottery collection 226/52, 53 


Zahour, V.: blown lead crystal glass 225/45 

Zeleznobrodské sklo Works, Jablonec: pendant 
225/46 

Zuden, V.: tram 228/317 





Balding + Mansell Ltd 
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